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Heraliing 


the 

Magna Charta 
of 

Professional Protertion 


JUST AS 


the original Magna Charta amplified a previous charte> on 
political and personal liberties, so as to include rights and 
principles which had come into existence, 


sO 
the new Magna Charta policy of The Medical Protective 
Company amplifies its previous contract on professional 
protection, so as to include liabilities in professional service, 
which, though they fail to fall within a strict interpretation 
of malpractice, nevertheless arise from the fulfillment of 
professional duties. 


A Matchless Contract 
Covering Every Conceivable Liability 


Medical Protective Company 


(Fort Wayne, Indiana) 
35 E. Wacker Drive Chicago, Illinois 


The Medical Protective Company 
35 E. Wacker Drive, Chicago, IIl. 


Without obligation to me, please send me complete details on 
your new Magna Charta policy. 


Name 


Address 
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Every Hospital Should Be 
Prepared to Administer 


Oxygen Effectively 


The Roth-Barach Oxygen Apparatus is built on the 
same principles as the the large Oxygen Chambers now 
operating in a few of our prominent hospitals, and it 
gives equally good results. 


It has come to be regarded as a necessity in the 
proper treatment of Pneumonia and other conditions 
where there is a tendency towards anoxemia. 


Write for booklet R-10-H 
WARREN E. COLLINS, Inc. 


Specialist in Metabolism Apparatus 
555 HUNTINGTON AVENUE BOSTON, MASS. 
Makers of the Famous 
Benedict-Roth Recording Metabolism Apparatus. 
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MIDLAND 


Scrubbing 


FLOOR MAINTENANCE 
—scrub and polish with this 
newest improved, full ball-bearing 
machine. Easiest running floor ma- 
chine built, no side pull. Holds to 
true, even course forward. Fifteen 
inch double brush assembly. Auto- 
matic feed assures constant and uni- 
form supply of scrubbing liquid. 


First cost and operating expense 
are unusually low on this new, 
improved scrubbing and polish- 
ing machine. Full line of floor 
maintenance equipment. Write 
today for more complete infor- 


A. 


F.0. B. 
Dubuque, 
lowa 


mation. 
Midland Chemical 
Laboratories, Inc. This 
Dubuque, Iowa, Splendid 
Machine 


MIDLAND CHEMICAL LABORATORIES, INC. 


Please send me more information on the Midland Scrubbing and Polishing 


machine. 


Name 
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The McKesson T. &’ A. 
Pump, No. 520 


This apparatus is a small portable pump designed par- 
ticularly for tonsil and similar operations for the anes- 
thetization of the patient with ether vapor driven into the 
mouth and for the removal of blood from the throat by 
suction. It may be used in a variety of operations where 
fluids are to be aspirated. 


The pump unit is easily detachable for sterilization in 
hot oil—a unique feature of great importance in tonsil 
work. There are no valves in the pump. It is steady 
and quiet in operation, being driven by a universal motor 
with all moving parts enclosed in oil. 


The bottles are one quart size. The ether bottle may 
be filled without unscrewing the cap by lifting out the 
ether valve. An adjustable “blow-off” valve on the ether 
valve regulates the pressure and delivery of vapor in 
intratracheal anesthesia. The usual mouth hook delivers 
the ether vapor into the mouth. This is a very efficient 
and convenient apparatus of excellent construction. It 
operates on 110 volts current either alternating or direct. 


For information, write the 


Toledo Technical Supply Company 


TOLEDO, OHIO 
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NON-ABSORBABLE laxa- 
tive ideally suited for hos- 
pital use. Isacen cannot possibly 
injure kidneys, liver or stomach 
—harmless, non-toxic, easily 
given to bedridden cases... . . 


Send your order to our 


HOSPITAL SALES DEPARTMENT 


a routine 
laxative 

in hospitals 
HOSPITAL 
BOTTLES 
1000 tablets 


$5.00 


Vials of 40 tablets, $0.40 


19 CLIFF STREET 


GheHoffinann-La Roche Chemical Works 


‘Makers of Medicines of Rare Quality 


J 
THE HOFEMANIGLA RODHE THE HOFFMANN LARDOHE | 
piace’ | | 
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Anesthetics 
E. R. Squibb and Sons........ 443 


Cleaning Compounds 
Midland Chemical Labora- 
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eruice 


Thirty-two years of service plac- 
ing nurses and physicians has 
given us a thorough understand- 
ing of the personnel problems 
of hospitals. We relieve the 
busy executive of tedious and 
time-consuming detail and lo- 
cate for capable applicants de- 
sirable and remunerative em- 
ployment. 


OUR MOTTO: 


Fair and honorable dealing, prompt, 
courteous and efficient service. 


A to Z Service Since 1896 


CENTRAL REGISTRY for NURSES 
NATIONAL PHYSICIANS’ EXCHANGE 


30 NortH MicnicGANn, CHICAGO 


Member The Chicago Association of Commerce 
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The New 


-12 


ZOALITE 


for 


Infra-red Therapy 


Hundreds of different conditions 
cali for the application of clean, 
dry, penetrating heat. In all of 
these, the Zoalite is the safest 
and most reliable modality — 
producing heat not merely 
superficially but in the deeper 
tissues— and maintaining it at 
a constant degree through the 
desired period of treatment. 


The new Z-12 is the latest of the 
famous Zoalite Series with exclusive 
features found in no other equipment— 
an economical model designed for 
either local or general treatments. 


in post-operative cases 


Hospitals equipped with Zoalites keep 
them in constant use. In post-operative 
cases, especially, they are of splendid 
value. Applied to the extremities they 
hasten the return of normal circulation 
and relieve stasis in the region where 
the incision was performed. The seda- 
tive effect. of Infra-red Therapy is 
particularly: important in these cases. 


_. The BURDICK CORPORATION 


Milton, Wisconsin 


Your new folder describing the exclusive features of the new 
Z-12 should be very interesting. You may send me a copy. 
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Frequent Scrubbing 
W ith Strong Antiseptics 


Is Harsh On The = 
Hands 


ow 


Patch’s Nepto 
Lotion 


of Sea Moss and Glycerine 
Sooths and Protects 


BOSTON MASS 


Surgeons, Physicians and Nurses who have occasion to wash 
their hands many times a day are often annoyed by chapped, 
rough skin. 

To find a lotion that may be used during the day is not always 
easy,—many are so sticky and greasy. 

NEPTO LOTION is made with a special base of Irish Moss. 
It may be used every time you wash your hands, without inter- 
fering with your work. It rubs in quickly, leaving the skin soft, 
smooth and pliable. 

If your hands are not as smooth as you would like to have 
them, just try a few drops of NEPTO and see the difference. 

A professional trial bottle will be sent to every physician, hos- 
pital worker or nurse who will mail the coupon below. 


Be Good to Your Hands! 


THE E. L. PATCH CoO. 


BOSTON, MASS. 
Makers of Patch’s Flavored Cod Liver Oil. 


The E. L. Patch Co., Stoneham 80, Boston, Mass. 
Send me a trial bottle of Nepto Lotion. 


Profession 


~ Name 


Street and Number 
City and State 
Druggist’s Name. 


HTB-6 


Nepto | 
[nti 
of 
“Keeps the Skin Smooth @ 
coo 
| 


S94 


PARKE, DAVIS & CO.’S 


TETANUS 


Minimum Risk of 
Serum Sickness 


E HAVE made some noteworthy ad- 

vancements in our refining and concen- 
tration processes for manufacturing antitoxins 
—removing more and more of the highly 
undesirable proteins and other constituents. 
Parke, Davis & Company’s Tetanus Antitoxin 
is in the forefront not only with respect to 
concentration, limpidity, clearness, and content 
of solid material, but also in the decided reduc- 
tion in its anaphylactogenic and serum-sick- 
ness-producing constituents. 


PARKE, DAVIS & CO. 


PARKE, DAVIS & CO.’ TETANUS ANTITOXIN IS INCLUDED IN N. N. R. BY THE COUNCIL ON PHARMACY 
AND CHEMISTRY OF THE AMERICAN MEDICAL ASSOCIATION 
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The Round Table Magazine of the Hospital Field 


THE HOSPITAL BUYER CO., INc. 
28 E. Huron St., CHICAGO, ILL. 


Harry C. Puisss, Managing Editor 
Geo. C, BrRaAuN, Business Manager 


Editorial Advisors 
A. M. Forster, M.D., Medical Director, Cragmor Sanatorium 
Rock S.LeysTer, M.D., Medical Director, Milwaukee Sanatorium 
A. A. Strauss, M. D., Michael Reese Hospital, Chicago 
Wm. THALHIMER, M.D., Director Laboratory of Pathology, Columbia Hospital, 


Milwaukee 
NorMAN E. Titus, M.D., Vice-Pres. American College of Physical Therapy, 
New York 
Volume VI JUNE, 1928 Number 6 


Telling the Public 


There is the germ of a very good idea in a report in 
this issue, which tells how a Philadelphia hospital has 
organized public health talks. This Quaker city institu- 
tion has arranged a program, in cooperation with the city 
department of health, so that the public may have a better 
understanding of health problems and the hospital. 


Public contact of this kind is very much needed in the 
hospital field, it breeds good will and teaches the public 
to appreciate the importance of the hospital and its work. 


Business interests understand very well the importance 
of good will and how it pays dividends. We remember 
that a few years ago the houses which sell bonds to 
the public saw in the woman a potential purchaser of 


| 
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these securities. They arranged a series of monthly talks 
on investment for women, arranged a “woman’s financial 
council” and had some very well known people in the 
financial world address their meetings—with the result 
that they taught a lot of women how to invest their sav- 
ings in bonds. It was purely a business enterprise. 


In our hospital field, we have a more altruistic motive, 
a stronger appeal to the public, and a message of real 
importance. 


As the hospital is developing into a health center, 
it is wise to also develop the propaganda features. The 
methods by which this can be done will vary, of course 
with each district, but it should be possible to make a 
friendly alliance with the local department of health and 
the local medical society, so that a health council would 
be formed to sponsor a program of lectures to the public. 


For such a purpose there is no doubt but that some 
central hall could be obtained at no charge, and the press 
would give plenty of publicity through the news columns. 


The medical profession has been debating this matter 
of propaganda to the public for some time, but the hos- 
pital can also step into the picture by sponsoring the 
educational movement. The hospital superintendent and 
members of his staff can take an active part in the lec- 
tures, so that the public who attend will come into closer 
contact with the aims and ideals of the institution. 


Women’s clubs and business men’s clubs would also be 
glad to cooperate, and some public spirited citizens could 
be induced to undertake the clerical work incident to the 
functioning of such a council. 


This is propaganda, advertising, if you will, but no 
one can deny that every hospital, deserves more advertis- 
ing than it at present receives, and when that advertising 
also spreads the gospel of good health, it is just another 
feature of service to the community for which we are 
organized. 
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Joseph R. Morrow, M.D. 


Dr. Joseph R. Morrow, Medical Director Ber- 
gen County Hospital for Communicable Dis- 
eases, Ridgewood, New Jersey. 

Served as interne at The Willard Parker Hos- 
pital, Health Department, New York City, 1910. 
The late Robert Wilson, M.D., was then Director 
of the Contagious Disease Hospital Bureau of 
New York City. 

Was for a time in the Quarantine Station 
Service of the Port of New York, State Health 
Department. 

Assistant Medical Director, Essex County 
Hospital for Communicable Diseases, Newark, 
New Jersey (1911-1916). 

Organized Bergen County Hospital, 1916, 
which has since that time developed into one 
of the leading institutions of its kind. (All com- 
municable diseases admitted). 

Dr. Morrow has done noteworthy work in 
serum therapy and preventive medicine, and 
with the high type of service maintained in the 
institution which he directs, has greatly 
assisted in raising the standards and advancing 
this type of hospital and placing the care and 
treatment of communicable diseases on a proper 
plane. 

He is a member of Bergen County Medical 
Society, New Jersey State Medical Society, and 
the American Medical Association. President 
of the New Jersey Hospital Association, mem- 
ber of Committee on County Hospitals of the 
American Hospital Association, member of 
the National Tuberculosis Association and Exec- 
utive Committee Member of the New Jersey 
Tuberculosis League. 

One of the most important activities of the 
Bergen County Hospital is the public health 
education policy and the maintenance of a well 
organized out-patient department with Social 
Service and Visiting Nurses, operating seven 
clinic stations at various points in the County. 
Comprehensive plans have been made for future 
development. 
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Showing Kitchen Layout at Presbyterian Hospital 


The Medical Care of Peptic Ulcer 


at Presbyterian Hospital, Chicago 


Dr. Ralph C. Brown, Chief of Clinic, Outlines 
Principles Underlying Dietetic Management 
Susa P. Moore, Chicago 


Tc observe the therapeutic 
management of peptic ulcer 
patients one goes by preference 
through the gastrointestinal 
wards of Presbyterian Hospital, 
Chicago. 

It was here some seventeen 
years ago that Dr. Sippy first 
developed his intensive alkali 
treatment and dietary manage- 
ment, and it is in the gastro- 
intestinal clinics of this hospi- 
tal that the newer routines are 
brought inte most profitable 
contrast with older methods. 

Rules Simplified 

Much of the formidable de- 

tail of earlier rules have been 


simplified by Dr. Ralph C. 
Brown, present head of the 
clinic. The hospitalization period 
has been appreciably shortened. 
Full diets are much more 
rapidly achieved than of old. 
It is especially noticeable that 
trial and error procedures have 
definitely given way to labora- 
tory methods and that dosage 
of alkalis as well as dietary 
details fluctuate on the strict 
basis of daily chemical tests of 
body fluids. The training of 


the patient himself has become 
ai highly important phase of 
his management. 
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Radiant Heat ‘Therapy with the 
‘Cictor Thermospectral Lamp 


A Duplex Outfit Using 
the Incandescent Bulb 
and Infra-Red Unit 

Interchangeably 


ITH the countless num- 

ber and varieties of so- 
called therapeutic heat lamps 
on the market, advertised to 
both the medical profession 
and the public, little wonder 
that many physicians are at a 
loss when it comes to the se- 
lection of an outfit for the 
office or clinic. 


Just as a correct drug pre- j 
scription requires a knowl- Als 


edge of the action of the i. 
drugs prescribed, so does the : furnis e 
intelligent use of any physical the wave-lengths of radiant b — 
therapeutic energy require a energy employed, and the too rackets 
knowledge of the nature of | frequent use of indefinite Jor wall 


Eminent physi- 
cists deplore 
the fact that 
more accurate 
data have not 
been given in 
many investiga- 


that energy. 


terms in describing results. 
In other words, reported clin- 
ical results with radiant en- 
ergies are distinctly valuable 


only when the spectral limits ge 


and the spectral distributions 


tions,especially 
pertaining to 


of the energy employed have 
been definitely determined. 


It is on this basis that the Victor Thermospectra] Lamp is presented. 
It is virtually two outfits in one, in that the incandescent bulb and infra- 
red unit may be used interchangeably. The spectral ranges of the two 
energies derived are as follows: 


Spectral Range Dominant in Region of 


(Angstrom Units) (Angstrom Units) 
1500-Watt Incandescent 
Tungsten Filament Bulb 4000A—25000A 9000A—11000A 
(Nitrogen filled) 
1000-Watt Infra-Red Unit 7600A —150000A 20000A -—30000A 


Infra-Red Unitas. 
used interchange- The Victor Thermospectral Lamp is scientifically designed for a specific 
ably with Incan- range of therapeutic service and is submitted to the profession as a legiti- 


descent Bulb in mate unit in the physical therapeutic armamentarium. 
Victor Thermo- 


spectral Lamp. Write for Bulletin No. 281 for complete description 


PHYSICAL THERAPY DIVISION OF 


VICTOR X-RAY CORPORATION 


Manufacturers of the Coolidge Tube << {if>) Physical Therapy Apparatus, Electro- 
and X-Ray cardiographs, and other Specialties 


rez 
2012 Jackson Boulevard Branches in all Principal Cities Chicago, Illinois, U.S.A. 


ORGANIZATION 


A GENERAL ELECTRIC 
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Another change that these 
years of intervening observa- 
tion has shown is the prepon- 
derance of medical over surgi- 
cal cases among peptic ulcer 
patients. A probable 80 per 
cent of all cases belong to 
strictly medical categories. 


No Standardized Treatment 


Any notion that any person 
might entertain that the man- 
agement of peptic ulcer patients 
is capable of standardization 
and treatment by fixed formu- 
lae is quickly dispelled by a 
comparison of individual charts 
in Dr. Brown’s clinic. Never- 
theless the underlying cause of 
the condition and the principle 
of its correction are very simply 
stated by Dr. Brown. 

“The underlying principle of 
gastric ulcer management is 
that, whatever the initial cause, 
the ulcer is prevented from 
healing by the action of gastric 
acid. The treatment of gastric 
and duodenol ulcer, then, in- 
volves the control of peptic di- 
gestion: (1) by the intensive 
use of alkalis, (2) by dietary 
regulation, and (3) by suitable 
rest, physiological and thera- 
peutic. 

“There is no *possibility of 
standard dosage, or of fixed 
periods for the progressive ad- 
dition of materials to the diet 
and the like. Each case is the 
subject of control on the basis 
of individual signs, 


Rest in Bed Imperative 


“Treatment of peptic ulcer 
always begins here with rest in 
bed. The average hospitaliza- 
tion lasts from two and one- 
half to three and one half 
weeks. Complicated cases re- 
quire longer stay in the hos- 
pital. 

“The people who know most 
about the subject are the least 
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orone to state the exact cause 
of gastric ulcer. We know by 
means of the test meals and 
X-ray pictures that the chronic 
hunger pain is associated with 
an actual lesion of the lining of 
the stomach; that there is usu- 
ally free hydrochloric acid in the 
gastric secretions of such pa- 
tients, and that control of 
excess acids—whether the excess 
is due to high concentration or 
to overactive secretion—permits 
the ulcer to heal. 


The Cause 


“Gastric and duodenal ulcer 
are caused by digestion of the 
mucous membrane in some small 
area which has lost its normal 
vital resistance to the digestive 
action of gastric juice upon tis- 
sue. Probably many causes are 
capable of producing such a 
local area of lowered resistance: 
as, blocking of the blood supply 
due to disease of the arteries; 
spasm of the arteries or of the 
muscle wall of the stomach 
(neurogenic theory); localiza- 
tion of bacteria (chiefly strep- 
tococci) in the stomach wall, 
carried thence by the _ blood 
stream from some distant focus 
of infection. Once formed, the 
oval-shaped, clean, open wound 
is widened and deepened and 
prevented from healing by being 
so constantly bathed by the cor- 
rosive gastric juice. 


Treatment 


“The treatment of peptic 
ulcer is based upon the demon- 
strable fact that if the surface 
of the ulcer is freed from the 
tissue-digesting action of the 
gastric juice the ulcer will heal 
as any other wound tends to 
heal, i.e., from the normal re- 
pair action inherent in vital 
tissue. The digestive effect of 
gastric juice is annulled by neu- 
tralizing its content of hydro- 
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GARMENTS for 


HOSPITALS and NURSES 


HERE ARE GOWNS 
IN WHICH 
QUALITY IS 
CONSISTENTLY 
MAINTAINED! 
A TEST OF 
THESE 
GARMENTS 
WILL 
SAVE 
YOU 
DOLLARS! 


No. 17 Patient’s Gown Priced as Low as 75 Cents Each. 

Well Made—Roomy—Two Needle Seams—Woven Tie 

Tapes—Back Open Full Length—Neck and Yoke Made 
to Stand Hard Usage. 


APRONS INTERNES’ OPERATING 
BIBS SUITS GOWNS 
COLLARS PEARL PATIENTS’ 
CUFFS BUTTONS GOWNS 
CAPS BATH ROBES MAIDS’ 
UNIFORMS BINDERS APRONS 
DIETITIANS’ KITCHEN SURGICAL 
APRONS - APRONS SUITS 


Company 


Soy. GLY, VUES 1845 


PROMPT ATTENTION to REQUESTS for SAMPLES and ESTIMATES 
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chloric acid, hence a dual pro- 
gram of treatment makes a point 
of securing: (1) Adequate nu- 
trition of the patient; and (2) 
the neutralization of free hydro- 
chloric acid in the stomach con- 
tents by means of frequent 
feedings and frequent use of 
alkaline powders”. 


Rest for the Stomach at Night 


Particular attention is devoted 
to insuring physiological rest 
for the stomach during the 
night hours. Many duodenal 
ulcers cause partial obstruction 
of the outlet of the stomach, 
with resulting retention of food 
and acid secretion far into the 
night. In this group of cases 
the stomach is emptied with the 
tube at bedtime. Dr. Brown is 
of the opinion that failure to 
recognize and care for this 
night stagnation of food is re- 
sponsible for most of the poor 
results in the medical treatment 
of ulcer. Bedtime aspirations 


Hospital Topics & Buyer 


are of course unnecessary in 
simple ulcer with a normally 
emptying stomach. 

Management involves further 
the removal of all local irrita- 
tion to the ulcer as far as pos- 
sible either by the presence of 
rough food materials or by the 
ingestion of highly irritating 
condiments or acids. Food re- 
striction now is far less promi- 
nent than under earlier systems 
of management. Those foods 
are restricted which give rise 
to undue amounts of gastric 
juice. Rest is an important 
factor, as is also accurate co- 
operation on the part of the 
patient long enough to permit 
the healing surfaces to become 
resistant to permit digestion. 
Small amounts of food are stip- 
ulated at first. Hourly feed- 
ings, followed on the half-hour 
by an alkaline powder, are given 
to neutralize the free hydro- 
chlorie acid. 


(Continued on page 432) 
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The Egyptians built their pyramids so well that after almost 
5000 years their work still stands. 


TO EXCEL 


IN RESULTS 
IN RESEARCH 
IN SIMPLICITY FOR 
THE MOTHER TO PREPARE 
IN SIMPLICITY FOR THE 
PHYSICIAN TO PRESCRIBE 
IN TECHNICAL SUPERVISION AND 
PRECISION IN ITS PRODUCTION 
IN THE QUALITY OF MILK AND OTHER 
INGREDIENTS USED IN ITS PRODUCTION 
IN PREVENTING CHRONIC NUTRITIONAL 
DISTURBANCES SUCII AS RICKETS AND SPASMOPHILIA 


TO SURPASS 


in every feature pertaining to a fine product for 
the diet of infants deprived of breast milk. 


Such has ever been the ideal of S. M. A. 
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' 
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Catholic Convention Program 


Preliminary Program of Catholic Hospital Association 
Annual Meeting in Cincinnati, June 18th to 22nd 


The worthy and earnest people 
who conduct the Catholic hos- 
pitals of this country and Canada 
will hold their thirteenth an- 
nual convention in Cincinnati, 
June 18th to the 22nd. 


The program for this conven- 
tion is, indeed, an ambitious 
one. It will result, of course, 
in a most interesting meeting. 
We give it herewith: 


Monday Morning 


10:00 a.m.—Pontifical High 
Mass and Sermon, St. Peter’s 
Cathedral, West Eighth and 
Plum Streets; Most Rev. John 
T. MeNicholas, O.P., S.T.M., 
Archbishop of Cincinnati. 


12:00 Noon—Luncheon—(Ar- 
rangements to be announced in 
Final Program). Visit to Ex- 
hibits—Cincinnati Music Hall, 
West Twelfth and Plum Streets. 


Monday Afternoon 


2:00 p.m.—General Opening 
Meeting—Music Hall Auditor- 
ium; Rev. A. C. Fox, S.J., M.A., 
LL.D., Vice-President, Catholic 


Hospital Association of the 
United States and Canada, Pre- 
siding. 


1. Address—Hon. Murray 
Seasongood, Mayor of Cincin- 
nati. 

2. Address — Most Reverend 
John T. MeNicholas, O.P., 
S.T.M. 

3. President’s Address—The 
Hospital a Home of Science, 
Health, Charity, Beauty, and 
Business”—Rev. C. B. Moulinier, 
S.J., A.B., LL.D., President, 
Catholic Hospital Association of 
the United States and Canada. 


4.—“What the Public Expects 
of Hospitals”—Mr. W. E. Fox, 
Cincinnati, Secretary, Advisory 
Board, Good Samaritan Hos- 
pital. 

5.—“The Citizen’s Responsi- 
bility to Hospitals’—Mr. A. E. 
Anderson, Cincinnati, Treasurer, 
Board of Trustees, Children’s 
Hospital. 

.—‘The Duty of the Medical 
School to the Hospital”—A. C. 
Bachmeyer, M.D., Dean, College 
of Medicine, University of Cin- 
cinnati; Superintendent, Cincin- 
nati General Hospital. 

7.—“How the Progresive Hos- 
pital Should Meet Its Responsi- 
bilities’—Maurice Pollak, Presi- 
dent, Board of Trustees, Jewish 
Hospital, Cincinnati. 

4:00 p.m. — Adjournment — 
Visit to Exhibits. 


Monday Evening 

8:00 p.m.—Meeting Interna- 
tional Catholic Guild of Nurses 
—Music Hall Auditorium. Rev. 
E. F. Garesche, S.J., LL.B., 
General Spiritual Director, Pre- 
siding. 

10:00 p.m. — Adjournment. 
Special Note: The International 
Guild will conduct its meetings 
each evening, from Monday to 
Thursday, in the Music Hall 
Auditorium. Programs now in 
preparation. 


Tuesday Morning 

8:00 to 10:00 a.m.—Visit to 

Exhibits. 
Clinics 

Section I. Administration— 
Music Hall Auditorium. M. R. 
Kneifl, Director, Presiding. Lec- 
turer, Hospital Service Bureau, 
Catholic Hospital Association. 
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“Carbon Arc” Therapy 


| is Successful in 
Tubercular Conditions 


A-82—“Britesun” Twin Arc 
Lamp. 


“BRITESUN” TWIN ARC L 


Dr. Lo Grosso and _ his 
staff at the J. N. Adam 
Memorial Hospital at 
Perrysburg, N. Y., has been 
getting wonderful results in 
treating hundreds of cases 
of tuberculosis. Treatments 
are given both with natural 
sunlight and carbon arc 
lamps. They have found 
that the complete solar 
spectrum is better than any 
part of it. Therefore they 
are using carbon arc lamps 
because they give off rays 
that are as nearly a dupli- 
cate of the sun’s rays as is 
possible to be obtained from 
any artificial source. 

The U. S. Bureau of 
Standards, the nation’s 
laboratory for making tests 
of new processes and me- 
chanical devices, has been 
making tests of various 
Ultra Violet lamps to find 
which one more nearly 
approaches the natural rays 
of the sun. In Letter Cir- 
cular 225, March 5, 1927, 
they have made the follow- 
ing statement, “Of all the 
artificial illuminants tested, 
the Carbon Arc lamp is the 
nearest approach to sun- 
light.” 

AMP presents the decided 


advantage that only one type of lamp is required. By the choice 
of the various types of carbons, which are supplied with this 
lamp, it is possible to obtain a complete balanced spectrum as in 
sunlight or to select any desired energy distribution within 


the spectrum. 


Authorized distributors in all leading cities 


BRITESU 


1113-19 N. Franklin St. 


N, Inc. 


Chicago, IIl. 
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10:00 to 11:00 a.m.—The Or- 
ganization and Functioning of 
the Medical Staff—M. T. Mac- 
Eachern, M.D., Sc.D., Chicago, 
Associate Director, American 
College of Surgeons, Lecturer, 
Hospital Service Bureau, Cath- 
olic Hospital Association. 

11:00 a.m. to 12:00 Noon— 
Conference on Professional Pro- 
blems in the Hospital—M. T. 
MacEachern, M.D., Sc.D. 

Section II. “The Profit of 
Beauty in the Hospital”— 
Second Floor, South Wing. Leah 
Lee Stimson, R.N., Directing. 

10:00 to 12:00 Noon— How 
Beauty Can Help in Realizing 
All Hospital Ideals. 

Paper— 

Paper— 

Paper—(Detailed program in 
process of preparation by Miss 
Stimson). 

Discussion— 

Demonstration— 

Section III. B. X-Ray Depart- 
ment—Second Floor, South 
Wing. Director — to be an- 
nounced. 

9:00 to 10:00 a.m, — X-Ray 
Technique—Speaker to be an- 
nounced. 

Section IV. Surgeries — On 
Stage, Auditorium. John Cald- 
well, M.D., Director Presiding, 
Cincinnati General Hospital. 

10:00 to 11:00 a.m.—Organi- 
zation, Equipment, and Manage- 
ment of a Good Fracture De- 
partment—Charles L. Scudder, 
M.D., F.A.C.S., Boston Mass.; 
Chairman, Committee on Frac- 
tures of the American College 
of Surgeons. 

11:00 a.m. to 12:00 Noon— 
Fracture Conference — Charles 
L. Seudder, M.D., F.A.C.S. 

Section VIII. A. Physical 
Therapy — Main Floor — North 
Wing. John R. Hughes, M.D., 
Director, Presiding. 
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9:00 to 10:00 a.m.—Planning, 
Placing and Equipping a Hos- 
pital Physical Therapy Depart- 
ment—J. S. Coulter, M.D.., F.A. 
C.S., Northwestern University 
Hospital, Chicago. 

Section VI. Obstetrics—First 
Floor, North Wing. Henry A. 
Woodward, M.D., Director, Pre- 
siding;' Obstetrician, Bethesda 
Hospital, Cincinnati. 

10:00 to 11:00 a.m.—Planning 
and Equipping the Obstetrical 
Department—Henry A. Wood- 
ward, M.D. 

11:00 a.m. to 12:00 Noon— 
Management and Procedure in 
Obstetrics—Henry Buxbaum, M. 
D., Instructor in Obstetrics, 
Northwestern University School 
of Medicine; Adjunct Obstetri- 
cian, Chicago Lying-In Hospi- 
tal and Dispensary; Associate 
Obstetrician, Mt. Sinai Hospital, 
Chicago; Attending Obstetrician, 
Lutheran Hospital, Chicago. 


Tuesday Afternoon 


Section III B. X-Ray—Second 
Floor, South Wing. H. A. New- 
man, Director, Presiding; Edu- 
cational Director, Acme Inter- 
national X-Ray Company, 
Chicago. 

2:00 to 3:00 p.m. Advanced 
X-Ray Technique—H. A. New- 
man. 

Section IIT. B. X-Ray—Second 
Floor, South Wing. W. S. 
Werner, E.E., Chief Engineer, 
Kelley-Koett Co., Covington, 
Ky., Director, Presiding. 

4:00 to 5:00 p.m. X-Ray Con- 
ference and Questions and 
Answers—W. S. Werner, E.E. 

Section IV. General Surgeries 
—On Stage, Auditorium. G. J. 
Heuer, M.D., Professor of Surg- 
ery, University of Cincinnati, 
Director, Presiding. 

2:00 to 3:00 pm. Team 
Demonstration—Efficient Tech- 
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A Photograph is a Record 


Beyond the impersonal, unbiased accuracy of a photo- 
graph lies its unequalled value as a record—a perma- 
nent record. 

There are cases, daily, in hospitals, clinics, and even 
in private practices that, because of scientific interest 
or for legal protection, deserve to be photographed. Many 
case reports are ambiguous and inaccurate without pho- 
tographs to supplement the clinical data. It is for these 
reasons that no hospital is completely equipped which 
lacks adequate means for photographic records. 

The Eastman Clinical Camera Outfit has been de- 
signed to meet such needs exactly. All fussy contrap- 
tions have been eliminated—just those features are in- 
corporated which lead to making satisfactory medical 
photographs. The outfit, including camera, lens, shut- 
ter, lantern slide back and two floodlights, sells for $180 
at your dealer’s. 

Fill out the coupon below for further facts on clinical 
photography. 


Eastman Kodak Company 


Medical Division Rochester, N. Y. 


Eastman Kodak Company 
343 State Street 
Rochester, N. Y. 


Gentlemen: 
Please send me without obligation a copy of “Clinical 
Photography.” 
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nique and Management of the 
Major Surgeries—Team from 
Cincinnati General Hospital. 

3:00 to 4:00 p.m. Ethylene 
Gas Anaesthesia — John R. 
Lundy, M.D., Mayo Clinic, 
Rochester. 

Section V. Special Surgeries 
—Main Floor, South Wing. 
Clarence King, M.D., Director, 
Presiding. 

2:00 to 3:00 p.m. Planning, 
Equipping and Arranging the 
Ophthalmology Department — 
Miss Thatcher, Christ Hospital, 
Cincinnati. 

3:00 to 4:00 p.m. The Ear, 
Nose and Throat Examing Room 
—Its Plan and General Set-up— 
Speaker to be announced in 
Final Program. 

Section VIII. A. Physical 
Therapy — Main Floor, North 
Wing. John R. Hughes, M.D., 
Director, Presiding. 

4:00 to 5:00 p.m. Electro- 
Coagulation— A. David Will- 
moth, M.D., Louisville, Ky. 

Section XI. Architecture and 
Engineering—Music Hall Audi- 
torium. M. A., Higgins, M.A., 
Director, Presiding. 

2:00 to 3:00 p.m. Design and 
Equipment of Rooms and Wards 
—Frank E. Chapman, Director, 
Mount Sinai Hospital, Cleveland. 

3:00 to 4:00 p.m. Discussion 
led by M. A. Higgins, M.A. 


Adjournment—Visit to Exhibits 


Wednesday Morning 


8:00 to 10:00 a.m.—Visit to 
Exhibits. 

10:00 a.m. to 12:00 Noon— 
General Scientific Meeting— 
Music Hall Auditorium. Rev. 
C. B. Moulinier, S.J., A.B., LL.D., 
Presiding. 

1. Address—The Staff’s Re- 
sponsibility in Establishing and 
Maintaining Up-to-Date and 


Uniform (as far as desirable) 
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Technique in All Diagnostic and 
Therapeutic Procedures — 
Speaker to be announced. 

2. Address—The Staff’s Re- 
sponsibility in the Hospital to 
Help in Establishing and Main- 
taining Up-to-Date Technique 
in All Nursing Procedures— 
Speaker to be announced. 

38. Address—The Value and 
Importance Today of Cardio- 
graphy as an Adjunct to Diag- 
nosis—J. E. Greiwe, M.D., A.B., 
Cincinnati. 

4. Address—The Duty of the 
Hospital in Meeting the Demand 
for Health Inventory—Franklin 
H. Martin, M.D., F.A.CS., 
Director-General, American Col- 
lege of Surgeons. 


Wednesday Afternoon 

Section I. Administration— 
Music Hall Auditorium. M. T. 
MacEachern, M.D., Sc.D., Asso- 
ciate Director, American College 
of Surgeons, Chicago; Director, 
Presiding. 

4:00 to 5:00 p.m. Organiza- 
tion, Facilities, Management, 
and Procedure Necessary for the 
Efficient Hospital Care of the 
Injured. (Illustrated) —M. T. 
MacEachern. 

Section III. A. X-Ray—Main 
Floor, North Wing. E. S Blaine, 
M.D.. Wesley Memorial Hospi- 
tal, Chicago; Director, Presiding. 

4:00 to 5:00 p.m. Special 
Examinations and the Duties of 
the Roentgenologist in Co-oper- 
ating With Such Requests—E. 
S. Blaine, M.D. 

Section VII. Clinical and Path- 
ological Laboratories —M ain 
Floor, South Wing. J. J. Moore, 
M.D., Chicago, Secretary on 
Pathology and Physiology, Scien- 
tific Assembly, American Asso- 
ciation, Director, Presiding. 

4:00 to 5:00 p.m. Organiza- 
tion, Equipment, and General 

(Continued on page 446) 
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Will You 


Question of Yourself? 


ITHIN recent months the news- 
have given much pub- 
licity to purported mix-ups of babies 
in hospitals. Certain cases were 
subject of public conversation and 
even editorial comment. This pub- 
licity can only tend to increase the 
natural nervousness of the prospec- 
tive mother. It gives her a lurking 
fear that her baby might be in a 
similar mix-up of identification. 

Ask yourself this question: Is not 
the best service improvement I can 
give my hospital right now, that of 
reinforcing in every possible way 
our method of identifying new born 
infants ? 

We can help you answer the 
question, if you so request — by 
sending you educational literature 
about the Nursery Name Necklaces, 
the most widely used baby identifi- 


Use Coupon for Details 


“The Morgen- 
thaler Bed isthe” 
most advanced 
unit for the 
care of the Pre- C. 
mature, Feeble 
and Sick Baby. < 
Write for Lit-« 
erature. ; 


J.A. Deknatel & Son, Inc. 


See Our Exhibit 
at Booth 5 and 
Clinical Section 
No. 6, Obstetrics 
H. A. Conven- 
tion, Cincinnati, 
June 18th to 22nd. 
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Ask Thi 


cation. We will also tell you just 
how hospitals are using it without 
increasing their expense, and will 
send along a sample necklace so you 
can see how attractive, sanitary and 
simple it is. 

The Nursery Name Necklace 
alone is considered by the greater 
number of users to be infallible 
identification. Some hospitals, 
though want to protect and re- 
protect so they combine two or three 
methods—and it is interesting to 
note that in nearly every instance 
the necklace is the main strength of 
their combinations. 

The Nursery Name Necklace is 
an identification the mother can 
understand at a glance, and it allays 
her fears because it is sealed on her 
baby at birth and cannot come off 
until she, herself, cuts it off. 


Nursery 
NAME 
{| NECKLACE 
“‘A Positive 
Identification 


MAIL 
7 


9 
222nd St. at 96th Ave. ee 
Queens Village, (L. 1.), N.Y. 7% % 
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thibbs. 


Among “the flowers that 
bloom in the spring, tra-la,” are 
the conventions, and here, all in 
a lump, we have the Catholic 
Hospital convention, the nurses’ 
convention, the A. M. A. meet- 
ing, and then westward-ho for 
the American Hospital conven- 
tion in San Francisco! 

Of course, the Pacific Coast 
seems a long jump, even from 
this middle of the country, but 
the flying business is develop- 
ing so rapidly that it may not 
be many years until you will be 
able to leave your hospital one 
day and the next say “Hello” 
to your friends out on the Pacific 
Coast—and then it won’t seem 
such a long jump. What we 
shall consider then will be hops 
and drops. 

And I have my eyes turned 
westward too, and in every 
spare moment I get now I am 
consulting road maps and camp- 
ing goods catalogs, because the 
family is determined to see the 
Rockies this summer, and I am 
a not unwilling participant in 
the plan. So you can prepare 
to digest, in a few months, en- 
thusiasms about lofty hills and 
mountain trails. 

Mr. O’Neill. in his new play in 
New York, brings out the idea 
that the present is a “strange 
interlude” between the past and 
the future, where we really live, 
and it would be good for you. 


in the next few months to jump 
your mind out of the strange in- 
terlude by planning for a real 
vacation—not one of hotels and 
dress-up dinners, but one spent 
out with such simple but won- 
derful things as trees and rocks 
and flowers and little streams 
where fish hide in the green 
shadows. 

The greatest enjoyment of a 
vacation comes from planning 
and anticipation, so begin plan- 
ning and anticipating now, and 
that means you can begin en- 
joying your vacation months 
before it actually happens. 


The Department of Commerce 
in Washington sends out many 
interesting bulletins on  pro- 
posed standards for simplified 
practice—very technical, but ro- 
mance persists in creeping 
through even a Government 
report. 

Here is one which tells, of 
proposed standards for medicine 
chests on ships. Can you im- 
agine what a salty old shell- 
back of a captain will think of 
these new standards, when he 
relies on the standards of the 
sea—most extraordinary surg- 
ery, which places a great deal 
of faith in fortitude and a chew 
of tobacco? 

I think back to one night on 
a fishing smack out in a lively 
breeze off the Isle of Man, when 
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To meet a long felt demand for truly reliable 
Syringes, we offer herewith 


The Only Standardized Certified 
Hypodermic Syringe 


Each one is TESTED and furnished with the following 
Certificate: 


Certificate Of Accuracy 


for 


All Glass Syringe (luer Type) No..4#74_. Capacity 10 CCM 


This Syringe has been tested, approved and stamped by the 
Government Bureau of the Country of Origin 
and is hereby certified to be correct within the following specifications : 


Laboratory. The glassis a high grade resistant and has a low coefficient of expag ate 
annealed and will withstand repeated sterilization. The make of the glass, also the Am in are 
marked on each Syringe. 


. This Syringe is properly measured and graduated, all marks legibl@, 
graduation lines are twice as long as the subdivisions and 


w 
? 
3 
2 
3 
a 


and fits in close apposition with the plunger. ded externally and forms 
collar or rolled edge. . 


The tapered tip is ground accurately arg 4 


The plunger is hollow, finished. a 
The plunger moves freely beg SSH whether wet or dry. 


sween piston and cylinder and between conus and needle the 
pee amount of 400 CMM within a period of 30 seconds. 


2 
=) 


Testing Laboratory and serial aumber for identification 


yringe (piston and barrel) repeatidly underwent sudden changes of temperature ranging trom 100 
to 15 degrees Centrigrade without any damage (Shock test). 


Government Testing Laboratory. . 


Write for information. 


SCIENTIFIC SPECIALTIES CO., Inc. 


Manufacturers - Importers - Exporters 


12-14 EAST 12th STREET NEW YORK, N. Y. 


L- Quality of the glass of this‘Syringe has been passed upon and founa acceptable to this Go rN Testing soe 
; The main 
| = Ot 
| 5 without flaws or irregularities 
6. The Capacity of CMM 
7. Under pressieg 
discharg: 
| joven 
ud pluager also bear corresponding numbers 
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one of the fellows got smashed 
up with some spars that car- 
ried away, and the surgery the 
next morning was liberal doses 
of that mysterious compound 
known as “Arnica” and seven 
stitches with a sail needle. 

No doubt, the standardized 
medicine chest will be efficient 
equipment, if there is a ship’s 
doctor along, but I’ll bet that 
when there is not, the master 
and “Chips”, the ship’s car- 
penter, will put their heads to- 
gether and call on the mechanics 
of the sea and some of the old 
brown bottles that have been 
stored in the lazerette—because 
the men who go down to the sea 
in ships don’t change much, in 
spite of steam and turbines. 


Now, they are going to worry 
us about something else. Dr. 
Theobald Smith tells us that our 
water is all wrong, and that the 
purification of the water in all 
our large cities will have to be 
investigated, because many 
things are wrong with the means 
by which the water is brought 
from its source to the faucet. 

And another worry is that 
Doctor Flexner expects that this 
summer we are going to have an 
epidemic of infantile paralysis. 

But remember the man who 
said that the greatest troubles 
in life are those which never 
happen. 


And talking of troubles, did 
you ever start to play golf? You 
remember that last year Will 
Braun and Doctor Fishbein and 
some others pulled off my collar 
and tie and told me to be a 
regular fellow and play golf— 
and so wished on me another of 
life’s little worries. 

Now, how can a fellow stand 
with both knees loose, the left 
arm straight, the right arm 
pointing out and downwards, the 
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eye on the ball, the head steady, 
bend the left knee, lift the left 
heel, pivot to the right, swing 
to the left—and at the same 
time hit a miserable little ball 
with a club? Absolutely im- 
possible, nine times out of ten! 

If they would only make it a 
decent. size ball, like a baseball, 
and give you a hefty bat, and let 
you sock it one! But no. You 
have to do all the other things, 
and wear plus four’s and Scotch 
plaid stockings, and have a 
know-it-all caddy grin at your 
attempts. 

But it’s great fun, anyway, 
and the worse you are, the bet- 
ter you like it, and the less you 
keep score, the more you will 
enjoy it. In fact, the best way 
to play golf is not to count the 
strokes that don’t count, and ad- 
mire the scenery. 

If you haven’t taken up golf 
already, I’m not tempting you— 
I’m just warning you, for if you 


‘show the least interest in it, 


some of your beloved family will 
buy you a present of a set of 
clubs, and then you’re lost! 


OUR MISTAKE 


On page 320 of the May issue, 
one of our writers referred to 
the “Operay, Multibeam Light” 
by Victor Muehler. 

The name “Muehler” was 
spelled incorrectly. It should 
have been “Operay, Multibeam 
Light” by Victor Mueller and 
Company. 


The new purchasing agent of 
the New England Sanitarium 
and Hospital, Melrose, Mass., is 
Mr. Howard Munson, lately of 
the Washington Sanitarium and 
Hospital, Takoma Park, Wash- 
ington, D. C. 

Mr. Munson succeeds Mr. H. 
J. H. Albright who carried on 
this work with the New England 
institution for many years. 
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Castor Oil 
Worries 


Are Over 


iy a in your hospital looked when 
Castor Oil was ordered. 

This is all over now, because in 

Lacricin, “Milk of Castor Oil,” 

all the objectionable taste is gone. 

LACRICIN is not a disguised or 

flavored castor oil. It is castor 

Se ee : oil in a new form, with the oil 

globule homogenized so that, 

medicinally, it is at least as effec- 

tive as plain castor oil, but the 

traditional nauseating taste is 

gone. 

Ever the fussiest child can- 
not tell, by the taste, that it is 
castor oil. Still, Lacricin con- 
tains 80 per cent of castor oil. 


You can order LACRICIN now. 
All wholesale druggist have it in 
~ stock. 


The Wm. S. Merrell ~ 


CINCINNATI, U.S. A.) 7 


Milk of Castor : 
VO 
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Looking Toward the Entrance Door from Center of Exhibit Car 


Louisiana's Health Cars 
By GeorcE B. Lake, M.D. 


We have, during the past 
fifty years, made long strides 
in the prevention and control of 
disease, and to this progress is 
due that increase in the life 
expectancy which has occurred 
during the same period. But, in 
spite of the epoch-making dis- 
coveries in medical and sanitary 
science which have marked the 
last half-century, this advance- 
ment in the application of the 
principles of hygiene and pre- 
ventive medicine has been made 
possible chiefly by reason of a 
campaign of public education 
along these lines which has 
been inaugurated rather re- 
cently. 


In the North 


In the cities and larger towns 
—and even in rather small vil- 
lages, in the North—there are 
many avenues through which 


this educational propaganda can 
be directed. A number of the 
medical organizations have ar- 
ranged for the radio broadcast- 
ing of “health talks” of various 
kinds; laboratories for the exam- 
ination of milk, water, throat 
smears and other specimens are 
within reach of almost every 
physician; trained speakers give 
lectures before high-schools, 
women’s clubs and similar or- 
ganizations; a number of “health 
magazines” are readily avail- 
able; and many of the teachers, 
even in the grammar schools, 
are sufficiently well versed in 
hygiene and sanitation to give 
sound instruction in these mat- 
ters. 

But, in parts of the South, es- 
pecially in Louisiana, the situa- 
tion is quite different. Large 
cities are few and (literally) 
far between: Even good-sized 
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—— of sick people 
explode at poor food ser- 
vice. Ideal Systems distribute 
meals just as they come 
from the kitchen regardless 
of how far or under what 
conditions they are delivered. 
Ideals are electric and ther- 
matic. Consult one of our 
specialists about the type, 
size and number necessary 
for your Institution. 


The 
Swartzbaugh 
Mfg Co. 
TOLEDO, OHIO 
Associate Disbributor 
The Colson 


Stores Company 
Cleveland, Ohio 


f, Branches in twelve cities 
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What is the 
Best Way to 
Handle Patients 
Clothing? 


This is a matter of great 
concern to most hospital 
superintendents. 


If you are interested 
and would like to know 
how this problem was 
solved by one of the 
largest and most modern 
hospitals recently opened 
in New York City we 
will gladly furnish the 


desired information. 


Stanley Supply Co. 


Hospital Supplies and 
Equipment 
118-120 E. 25th STREET 
NEW YORK 
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villages are rather rare. Radio 
broadcasting is comparatively 


little developed, and most rural 
families are too poor to afford 
a receiving set, in any case; 
illiteracy is rather common and 
helpful periodical literature is 
less generally distributed; busy 
lecturers can scarcely spend the 
time to visit the cross-roads 
hamlets to talk to a score of 
people or less; well-equipped 
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a good laboratory; but he real- 
ized the difficulties inherent in 
the situation he faced and set 
out to overcome them. 

If people will not, or cannot, 
come where popular teaching 
in hygiene and reliable labora- 
tory work can be had, why then, 
the educational and_ scientific 
advantages must be taken to 
them; but how to do it without 
enormous expense? That was 


The Sanitary Laboratory 


laboratories are rare, and even 
many of the physicians are not 
fully familiar with the methods 
for using such facilities as are 
at their disposal; and relatively 
few of the teachers in the 
smaller schools are equipped to 
give valid and practical instruc- 
tion, even in personal hygiene. 


The present health officer of 
Louisiana, Dr. Oscar Dowling, 
is a leader in his line, and 
knows full well the necessity for 
popular education in health 
matters and for the services 
which can be rendered only by 


Doctor Dowling’s problem. And 
here is his solution. 


From the Pullman Company, 
two sleeping cars, obsolete be- 
cause of wooden construction, 
but perfectly sound and good, 
were procured at what amounted 
to a nominal price. When these 
were remodeled and equipped, 
as will presently be described, 
they cost the State between 
$15,000 and $16,000. 

The various railroad com- 
panies in the State undertake to 
move these cars without charge. 
When an epidemic of any sort 
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CLINICAL 


THERMOMETERS 


The Permanently Accurate Fever Thermometer with the 


sists any solution used in sterilization. 
INDELIBLE 


Clinical Thermometers 


Indestructible, Indelible scale and clear, easy reading lens. 


Re- 


Color does not come off. 


ARE ACCURATE 


PECORELLA MANUFACTURING CO. 


BROOKLYN, N. Y. 


Makers of “Pecco” Clinical Thermometers, “Pecco” 
Luer Syringes and Thayer Blood Transfusion Apparatus 


FAULTLESS CASTERS 


for Institutions 


COMPLETE line of casters—for the 

institution—each one designed 
to solve some special caster problem. 
For years Faultless Casters have 
been recognized as the finest casters 
on the market—the introduction of 
the new institution equipment line 
brings to the hospital a caster that 
is safe, easy swiveling and silent. 
Faultless Institution Casters may 
be equipped with the new 
x”? wheel. Learn of the 
many Faultless advantages. 


Faultless Caster Company 
Evansville, Indiana 


New York - Chicago - Grand Rapids 
Los Angeles 
Canadian Factories: Stratford, Ont. 


NOELTING 


FAULTLESS CASTERS 


Makers of Quality Casters for a Third of a Century 


A catalog contain- 
ing valuable infor- 
mation for institu- 
tions on caster 
problems’ will be 
sent upon request. 
One should be in 
your file. 
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breaks out, the cars are rushed 
to the threatened point and are 
ready to tackle the problem 
within an hour or two. At 
other times they are kept busy 
in spreading the gospel of clean 
and healthful living. 

From the first car, which is 
an educational exhibit, equal to 
most of those shown at large 
medical and health association 
meetings, all the seats and 
berths were removed, and all of 
the partitions except that which 
made one of the lavatories. In 
this old lavatory space is in- 
stalled a Delco power plant 
which supplies heat, light and 
power. Both cars are similarly 
equipped, in this particular. 


The Exhibit Car 


As one enters the exhibit car, 
one finds continuous tables ex- 
tending its entire length, with 
storage cupboards underneath. 
Another group of exhibits occu- 
pies the center, so as to form 
two aisles along which the visi- 
tors pass. Many of the exhibits 
are given the semblance of life 
by electrically-operated mechan- 
ical devices. 

Near each exhibit is placed a 
supply of circulars and pam- 
phlets dealing with the subject 
illustrated, for free distribution. 
They alsc give to each visitor a 
copy of their very attractive 
and interesting “health al- 
manac”, which has been gotten 
up to compete with the some- 
what similar publications which 
are put out by various patent 
medicine concerns and which 
disseminate much pernicious 
misinformation. 

Two little figures raise and 
display a series of instructive 
placards, meanwhile turning 
their heads from side to side, 
winking and smiling, in a very 
lifelike manner which attracts 
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the attention, especially of 
children (and also of adults) 
who are not accustomed to the . 
advertising devices common in 
the larger cities. 

All phases of hygiene and 
sanitation are covered by dis- 
plays that catch the eye and 
stimalate the imagination, and 
the lessons are driven home by 
suappily-worded placards which 
cover almost the entire wall 
space of the car. 


The Value of Milk Shown 

Much space is devoted to a 
demonstration of the value of 
milk in the diet, and the proper 
methods for producing and 
handling this indispensable food- 
stuff. 

The second car contains the 
laboratory and living quarters 
for the permanent crew, con- 
sisting of the director, a nurse 
trained in sanitation and health 
work, one or two field workers, 
a care-taker and a mechanic. 

In this car, six sections have 
been taken out to make room 
for the laboratory and two for 
the office. Two sections are par- 
titioned off for a school room or 
dining room, interchangeably, 
and two for sleeping quarters 
for the non-professional mem- 
bers of the crew. One state- 
room is occupied by the director 
and the other by the nurse. The 
toilet space at one end has been 
made over into a compact but 
complete galley, with an elec- 
tric range, Frigidaire refrigera- 
tor and every convenience for 
getting a good meal. At the 
other end is a shower-bath and 
a toilet for the crew. 

The laboratory is fully equipped 
for doing all types of sanitary 
work, both chemical and bac- 
teriologic. They have an auto- 


clave, incubator, power centri- 
fuge, balances, microscopes and 
(Continued on page 436) 
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The 
DE LEE-ROEHLER-ROTHENBERG 


Obstetrical Bed 


as used by Dr. J. B. De Lee, Chicago, Illinois. 


The outstanding development of 


finitely greater comfort to both 
physician and mother than any 
other model. Adaptable to every 
condition. 


The equipment 


consists of 


the year in Obstetrical Equip- Goepel ball and socket adjustable 
ment. It embodies the ideas of knee crutches, anesthesia screen, 
several prominent obstetricians tractor straps, head and _ foot 
and is designed to provide in- boards, two section mattress with 


rubber covers, shelf, bracket and 
tray and four Wocher' brake 
wheels. Write for complete 
description. 


THE MAX WOCHER & SON CoO. 


Surgical Instruments — Hospital Furniture 


29-31 West Sixth St. Cincinnati, Ohio 


" 
> 
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Notes, News and Gossip of Hospital Activities 
in the Eastern Territory 


NEW YORK 

Because of the _ insufficient 
accommodations and inadequate 
facilities of the Richmond Mem- 
orial Hospital to serve the needs 
of the south shore of Staten 
Island, the board of trustees of 
the hospital is launching a cam- 
paign to raise $200,000 for the 
construction and endowment of 
a modern fireproof hospital 
building to replace the present 
converted frame dwelling that 
is now in use. 

The first unit of the new hos- 
pital, construction of which 
will commence as soon as the 
money from the- campaign is 
assured, will cost in the neigh- 
borhood of $220,000. It will be 
the last word in hospital con- 
struction, scientifically laid out 
and designed to meet the im- 
mediate needs of the community 
it will serve. 

Its forty-four adult beds will 
be divided among private rocms, 
semi-private rooms and wards 
in a carefully determined ratio, 
so as to insure the maximum 
in convenience and cheerfulness. 
The private rooms will be so 
arranged that in case of neces- 
sity they can be converted 
readily into semi-private rooms, 
thereby adding six more adult 
beds to the accommodations. 

There will also be a four-bed 
children’s ward to take care of 
child cases. 


A thoroughly modern ma- 
ternity department, consisting 
of a maternity ward, prepara- 
tion and delivery rooms, and a 
cheerful nursery containing six- 
teen bassinets will also be in- 
cluded in the new hospital. 


Gifts totaling $33,900 were 
recently anncunced by Miss 
Maude Curtiss, who presided at 
a luncheon meeting of the 
Women’s Special Gifts Commit- 
tee of the Babies’ Hospital 
Building Fund at Hotel Roose- 
velt. This brings the total for 
the women’s division up _ to 
$288,875. 

Three memorials were an- 
nounced—a gift cf $11,000 for 
a solarium in memory of Thomas 
Stillman Taylor, made by Mrs. 
Edward S. Harkness; $11,000 
for a solarium in memory of 
Walter Belknap James, from 
Miss Anna B. Jennings; $3,000 
in memory of Lcuis Sidney 
Carrére, from Mrs. Warren 
Barbour. 

Dr. Stafford McLean, attend- 
ing physician at the Babies’ 
Hospital, representing the Doc- 
tors’ Committee of the Babies’ 
Hospital Building Fund, de- 
scribed the efforts being made 
by the doctors to interest New 
York citizens in giving toward 
the $1,500.000 needed for the 
new building at the Medical 
Centre. 
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Crystal-Clear ~~ Non-Syrupy 


WINE-GRAPE 
JUICE 


Red,or White For Medicinal Use 


ADE of luscious, sun-ripened 

wine grapes grown in South 
Jersey vineyards, on soil noted for 
its heavy iron properties. 


Prepared for 40 years by a cold 
pressing process which preserves all 
the vitamines, nutritive value and 
flavor of the natural fruit. 


Different: because it can be retained 
by the most delicate stomach when 
most other nourishment cannot be 
taken. 


FREE SAMPLE 


We are anxious to have every physician try it. 
Send for complimentary bottles today. 


\ 
H. T. DEWEY & SONS COMPANY 
138 Fulton Street, NEW YORK Established 1857 
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The department store of B. 
Altman & Co. has added a 
physiotherapy room to the 
clinic and dispensary for em- 
ployes which it has been oper- 
ating for many years. 

In this physiotherapy room 
they will have a basal meta- 
bolism apparatus, a diathermy 
machine, X-ray, and ultraviolet 
equipment. 

The clinic in this store is de- 
signed tc take care of the health 
needs of the 4,000 employes. 


There is evidently a fight on 
for the control of the Fifth 
Avenue Hospital, which was 
founded as a homeopathic in- 
stitution and seems to have been 
drifting away from the Hahne- 
mann tenets. 

The homeopaths interested 
claim that the management has 
been quietly eliminating homeo- 
pathy in the treatment of pa- 
tients, and threaten legal action 
to restore the older policy of 
the institution. 


A dinner was held at the 
Metropolitan Club recently in 
honor of Robert Thorne, presi- 
dent of the Neurological Insti- 
tute. 

At this dinner it was sug- 
gested that $2,000,000 be raised 
for a fund to finance medical 
research into crime and_ its 
causes. 

The program states that it is 
intended to make this new Med- 
ical Center “a nursery not only 
to fight the crime wave, but to 
put square pegs into round 
holes” through study of the 
phases of a patient’s life which 
render him incapable of a prc- 
ductive adjustment. 

Doctor Tilney, of the medical 
board, stated that his research 
program will delve into such 
factors as the toxemias of preg- 
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nancy and their influence on 
the production of criminals. 


They do things big in the old 
Empire State, and the announce- 
ment comes that it is planned 
to build the largest institution 
for mental cases at Islip, L. I. 

Dr. Frederick W. Parsons, 
State Commissioner of Mental 
Hygiene, says that this institu- 
tion will give the patients the 
last word in care and comfort. 

A thousand acres for the site 
were purchased a few weeks 
ago, and the building will be 
rushed, as there is urgent need 
to serve the metropolitan area. 


NEW JERSEY 

A drive kas been started to 
collect $800,000 for an addition 
to the Holy Name Hospital at 
Teaneck. Under the leadership 
of William Conklin, nearly 1,000 
Bergen County men and women 
have started the collection of 
this building fund. 

The addition to the present 
building will be so constructed 
that most of the accommodation 
will be semi-private rooms, with 
operating suite, X-ray depart- 
ment, laboratories, etc. 


Another drive in New Jersey 
is being made for $600,000 to 
build an addition to St. Joseph’s 
Hospital, at Patterson, while the 
hospital at Englewocd an- 
nounces that it has raised a sub- 
stantial part of the funds neces- 
sary to build a new nurses’ 
home. 


PHILADELPHIA 

William G. McAllister has 
been appointed to the new $7,500 
position of superintendent of 
Bureau of Hospitals of the City 
of Philadelphia and will have 
full control. Mr. McAllister 
held the position of chief of the 


pat 
| 
A 
4 
| 
id 
| 
i 


==! DBETZCO NEWS [Gas 
Vol. JUNE, 1928 No. 6 


KIEFER HOSPITAL 
BUILT-IN STEEL 
BEING INSTALLED 


Expect to Complete 
Job During Month 
Work of manufac- 

turing and _ installing 
the ‘“WhiteKraft” 
built-in steel case 
equipment for the 
Herman Kiefer Hospi- 
tal of Detroit is gcing 
on rapidly. Installa- 
tions are expected to 
be completed some 
time this month. 

The Herman Kiefer 
Hospital is used for 
general medical and 
contagious diseases 
and is operated by the 
city of Detroit under 
Henry F. Vaughan, 
president of the board 
of health. G. E. Phillip 


is superintendent. 


THOUSANDS CROWD NEW HARPER 
HOSPITAL AT PUBLIC OPENING 


Detroit’s Second Larg- 
est Hospital Opens 
Its Doors to Public 
May 16. Patients 
Moved Into New 
Building May 28 


Doctors, internes, 
nurses and_ assistants 
welcomed the public, 
Wednesday, May 16th 
and showed them their 
new equipment when 
the doors of the new 
Harper Hospital in 
Detroit were opened to 
the public for the 
first time. Patients 
were moved in the 
new building, May 
28h. 


Stand 


4 3 for 
$28.50 


With Removable Porcelain Tray 


raised 20 in. in height. Has a remov- 
able porcelain tray, a heavy cast iron 
base equipped with two casters which 
can be rolled under an operating table 
or bed. The tray rod is heavily nickel 
plated. 

- it, t 
in. ray These 
Construction—-Base, heavy for 

cast iron. 


Equipment—-Porcelain tray $2850 


and two easy-roll steel 
casters. 

Finish——‘‘WhiteKraft” enamel, oven 
baked. 
6HL1073. Adjustable Instrument 
Regular price, 

$112.75: 


Stand. Wt. 50 Ibs. 


Sale price, 
$9.95 


An instrument stand that can be. 


Many beautiful 
floral pieces lined the 
corridors and were in 
beautiful harmony 
with the apple green 
and cream color 
scheme the architect 
carried out in De- 
troit’s second largest 
hospital. 

Space in Betzco 
News does not permit 
a just description of 
the new Harper Hos- 
pital, of which Dr. 
Stewart Hamilton is 
director. Pictures 
have been taken, how- 
ever, and interior and 
exterior views of the 
hospital are promised. 


WILL EXHIBIT AT 
A. M. A. MEETING 


The Betzco Exhibit 
at the A.M. A. Con- 
vention at Minneapolis, 
June I Ith to 15th will 
occupy spaces 89, 90, 
91 and 92. 

New ‘“WhiteKraft’”’ 
steel equipment, new 
low price ultra-violet 
lamps and a fine se- 
lection of ‘TruTest’’ 
instruments will be 
displayed. 

No effort has been 
spared to help make 
the convention inter- 
esting and profitable 
to those attending the 
convention. 
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Size—Table top: Width, 20 in.; length, 
75 in. Lowest position obtainable: Height, 
34 in. Highest position obtainable: 
Height, 43 in. Base: Length, 36 in.; 
width, 20 in. Wet. 750 lbs. 


The base is hg 
scientifically desig 
in the way. It is 
ing casters, and@ 
itive and easy ag 
hoid the table fill 
floor. The oil hyd 
sists of brass 
brass tubing and 
weight of 1600 Ih 
jarring. Shock 
so that no suddeq 


There is no danger of the table tipping even in ceptible. The headil 
reverse Trendelenburg as illustrated. The control on a turn table g 
wheel at the right of the head is used to obtain both tion. Ms adjust 
the Trendelenburg and reverse Trendelenburg posi- 
tions. The wheel control at the left of the head oper- two hand wll 
ates the foot section. in snow-white gle 


Use Our Budget Buy 


In workmanship, material and design, you will find the neq 
improved Murphy Operating Table all that a superior table should 
be. It has received spontaneous approval of well-known sur | 
geons and hospital boards. 4 


With the newer improvements, the Murphy Table will enjg 
still greater popularity with hospitals and surgeons. 


We will be glad to send you this new improved. table oul 
ject to your approval and on 30 days’ trial. Familiarize yours@ 
thoroughly with this fine piece of workmanship. After you havgm 
seen and tried this table and you are satisfied that it is all 
claim for it, you have the privilege of using the Betzco Buyi 


EQUIPMENT FRANK S. BE 
HAMMOM 


NEW YORK—348-52 W. 34TH ST. DALLAS—§ 
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The reverse Trendelen- 
burg, genito-urinary, ho ri - 
zontal, gynecological, Tren- 
| delenburg and lateral posi- 
tions are possible with the 
Murphy Table. Illustration 
above shows table in hori- 
zontal position with kidney 
elevator in use. 


All controls at head 
thetist may operate 
All operating positia 
Heavy, out of the 
Adjustable kidney e 
Shock absorbers. 
No bumping or jak 
weight as heavy as 
Monel metal table toy 
Provision for moder 
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tandArk 


15 Amperes 
Strength! 


Versatile and Effective 
OU will find almost daily use for this 
carbon arc, ultra-violet lamp in the 

treatment of diseases of malnutrition, 
skin diseases, indolent wounds, deficiency 
diseases, discharging sinuses, leg ulcers. 

You can raise the StandArk to 7 feet 
for irradiation of the entire body or its 
arm can be extended 40 in. in any direc- 
tion for local treatment. 

The spectrogram of this lamp shows 
that it emits ultra-violet with a wave 
length as low as 2300 angstrom units, and 
sufficiently potent for curing and prevent- 
ing rickets in children. 

A special feature of the StandArk is 
the switch which furnishes three ranges of light: 6, 
10 and 15 amperes with arc voltage of 36, 40 and 45 
respectively on |10-volt alternating current. On direct 
current, even greater amperage is possible. 

The therapeutic “‘C’ carbons used are 12 in. long 
and the 3-degree switch and the resistance unit on 
the stand regulate the current that passes through 


them. Test the StandArk for 30 Da‘s 


No lamp fills the need in a hospital in a more economical and effective 
way for administering ultra-violet rays than the StandArk. Decide now 
to include this lamp in your equipment. 

No money with your order is required. Test it out for 30 days before | 
deciding to keep it. Then if after inspecting it thoroughly, and you are 
satisfied with it—you have the privilege of using our Budget Buying Plan 
and budgeting the cost over 10 months. 


New, Improved MuarphyT 
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For General Systemic 
Disturbances and 
Local 
Infections 


Three j Rich in 
Steps Ultra- 
of : Violet 


Treatment 


Description of Lamp 


HE StandArk consists of a_ four-legged, 

heavy cast iron caster base on which is 

mounted a sturdy metal upright. At the top 
of the upright is located a friction lock which 
holds the extension arm on which is mounted 
the double aluminum reflector. The outer re- 
flector is 20 in. in diameter and in it is placed 
an auxiliary aluminum reflector. The large re- 
flector is ventilated and serves to keep the 
socket of the lamp cool. 

The socket assembly of the lamp _ includes 
two set screws on either side which hold the 
carbons in place and bring them together to 
strike the arc when the lamp is lighted. 

At the top of the lamp is a hand screw which 
ge .. regulates the distance between the carbons. 
a The lamp is entirely self-contained with the re- 
S sistance unit mounted on the upright. It can be 
used on either 110-volt alternating or direct current. 


Da's Before Deciding to Keep It! 


e 9HL2384. The StandArk, complete with six extra pairs of therapeutic 
v “C”’ carbons, connecting cord and two pairs of goggles, 


9HL2459. Safety Screen for StandArk.....................--$8.75 


9HL3859. “Clinical Applications of heme and Artificial Radiation,” 
by Edgar Mayer, M.D.......... : OOS 


phyl able Illustrated Inside 
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accessor 


}Operatin; 
ickly and 


ting 
ilities . 


of table where anes- 
em. 

y base. 

vator. 


ing when raising a 


100 Ibs. 


accessories. 


operating positions 
ckly and easily ob- 
with the Murphy 
lane Hydraulic Op- 
Table. 


Equipment 
Regular equipment of.-. 
the Murphy Table in-.., 
cludes a Monel metal 
top which is rust and 
stain proof, and cannot 
chip or peel; an adjust- 
able head rest which 
can be placed at about 
any angle and which is 
especially well adapted 
for goitre operations; a 
metal bridge for cover- 
ing the kidney elevator; 
Bierhoff knee crutches; 
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anesthetizing screen with 

a white dull cover; set 

of three lateral body 

“Sel supports; adjustable 

shoulder supports; ad - 

justable kidney elevator; 
adjustable arm holder. 


vier Base 


y but graceful, and 
dso that it is never 
nted on roller bear- 
ipped with two pos- 
g floor stops which 
fly in place on the 
ulic mechanism con- 
ings and seamless 
ll raise and lower a 
without bumping or 
prbers are provided 
stop or jar per- 
bf the table revolves 
} nd to prevent fric- 
de mechanism consists All controle of the Murphy a 
ee eg es the way of the surgeon or his assistant. All pedals, 
: attachments and accessories are made from rustless 


he base is finished 
ng white enamel. metal which will neither’ peel nor crack. 


Plan to pay for it. The monthly payments are less than $30.00 
for 20 months. 
6HL57. Murphy Multi-Plane Hydraulic Operating Table, with monel 


metal top and the following accessories: Bierhoff Knee Crutches; Ad- 
justable Heel Stirrups; Anesthetizing Screen with White Drill Cover; 


Lateral Body Supports (set of three); Adjustable 
Shoulder Supports; Adjustable Arm Holder; Adjust- $5502° 
able Kidney Elevator. Price complete 


Kidney Elevator is capable of being raised to a height of 7 in. from the 
table bed by a crank-operated worm gear. -It has a lateral support on either 


ieasily removed. When not in use, the kidney elevator fits snugly into the 
bed of the operating table and is covered by a monel metal bridge. 


side, both of which are adjustable to several widths and can be.quickly and 


| g Plan to Pay for It! 


Z COMPANY . SUPPLIES 


INDIANA 
SA FEBLDG. CHICAGO—634 SO. WABASH AVE 
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Sale on This Enamel Ware 


Quality Guaranteed! 


Urinals 


1.25 Dozen 
sg Male Urinal, 

white t. 1 
$ 1.40 
12.25 


Female Urinals 
$12.35 Dozen 


2HL1646. Female 
white enamel. Wt. 


Bed Pans 
$26.50 Dozen 
A heavy enameled cor- 
rectly shaped bed pan. 
It weighs 415 lbs. 


2HL1635. W.B. Superior 
Bed Pan. Each. .$ 3.00 
Dozen lots ..... 26.50 


Sponge Bowls 


$3.40 Dozen 
2HL1552. Bowl. 
Size, in. 4 51 
Each $0. 45 $0. 65 
Dozen ... 3.40 4.90 
Weight, 8 oz. 
Pus Basins 
3.35 Dozen 
2HL1501. Standard Pus 
asin. 
Size, in... 6% 9 
Each ..$0.45 $0.60 
Dozen 3.35 4.60 
101. 
$0.75 
6.70 
2HL1507. Smith Pattern 


Pus Basin, shaped to fit 


contour of body. 
12 
- $0.85 
5.50 
Irrigators 


$10.35 Dozen 


Solution Bowls 
$8.75 Dozen 


2HL1551. Deep Solution 
Bowl, 1315 in., white. 
8.75 
2HL1553 Same, white, 
1414x514 in. 
$1.35 
9.75 
Same, 15 in 
Weight, 34 oz. 
2HL1557. white. 
Size, in. 9 | 
Each $0. 70 $0.80 
oz... 16 24 
Graduates 
25 Dozen 
250 mil (cc.) 
aize: Each. 
25 
2HL1699. 500 mil a ) 
2HL1699. 1000 mil (ce 
size; Each.<.... $1 


Utility Tray 
$8.70 Dozen 


2HL1537. Perfection 
Utility Tray, made in 
four sizes. 

Size,in. Each Doz 
153,x111% 10 $8.70 
191¢x12 1.60 12.60 
20 xl6 2.10 17.75 
25 2.60 22.20 


Covered Sponge 
Bowl 
$11.25 Dozen 


Has knobbed cover and 
is 5%,x3 in. in size. 
2HL1549. Covered 

Sponge Bowl, for pow- 

ointment. 


Water Pitchers 
8.75 


Dozen 


quality, guar- 
anteed free from defects. 


2HL1595. White Enamel 
Water Pitcher. 
Size Each Doz 
I-qt. $1.15 $ 8.75 
2-qt. 1.45 9.25 
3-qt. 1.50 10.00 
4-qt. 1.75 11.75 
6-qt. 2.65 22.50 


Dressing Jars 
$10.20 Dozen 


2HL1568. Seamless 
Dressing or Gauze Jars. 
Wt., 
Size oz. Each Doz. 
2-qt. 22 $1.25 $10.20 
3-qt. 26 1.40 11.85 
4-qt. 32 1.65 13.50 
6-qt. 40 2.00 18.00 


Douche Pans 
$16.25 Dozen 


A strong well made 
heavily enameled douche 


pan. 
2HL1610. 
white. 


Sputum Cups 


$6.85 Dozen 
2HL1674. Sputum See 
72% 


Funnels 


$5.90 Dozen 
2HL1860. Funnel, 14-qt. 
capacity. Size, 3144x314 
in. Eac $0.60 
Funnel, 14-qt. 
Size 5x5% 


2HL1861. 
capacity. 
in. Eac 
2HL1862. Funnel, |-qt. 
capacity. Size 614x6%&; 
im. $ 1.45 


Thermometer 
Sterilizer 
6 for $8.75 


This white enameled 
Thermometer Sterilizer 
holds 12 standard size 
oral or rectal thermom- 
eters, keeping them in a 
sterilizing solution and 
preventing breakage. 
Seamless white enamel 
construction with seam- 
less cover. 


2HL1802. Thermometer 


Sterilizer only with 
tray and cover. 


FRANK S. BETZ COMPANY 


2HL1715. Irrigator, with 
handle. 
Size, qt. 2 3 
Each ....§ 1.10 $ 1.40 
Dozen .. 10.35 10.65 
| 4 
$ 1.65 
14.60 
8.50 Dozen 
2HL1709. Irrigator, 
Size, qt.. 
Each ...$1.00 $ 
Dozen ... 8.50 9.80 
Wt., oz.. 22 30 
4 
10.50 
40 
NEW YORK 


348-52 W. 34th St. 


HAMMOND, INDIANA 


DALLAS 
Santa Fe Bldg. 


CHICAGO 
134 So. Wabash Ave. 
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Are You on the List? 


Wt have a special list of preferred 


hospital pharmacies to whom we 
render an unusual service at an unusual 
price. 


Because of our direct contact with these 
pharmacies, we can supply them with 
drugs and pharmaceuticals of the highest 
possible quality at a price which delights 
the economical heart of the hospital super- 
intendent. 


Write for particulars of this plan 


ABBOTT LABORATORIES 
JOHN T. MILLIKEN & CO. DIVISION 


NORTH CHICAGO, ILL. - ST. Louis, Mo. 


NEW YORK SAN FRANCISCO SEATTLE LOS ANGELES 
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bureau under the Smith admin- 
istration, some years ago, but 
resigned. Mr. McAllister has 
had wide experience in institu- 
tional work, and is said to have 
accomplished much at the Ma- 
sonic Home in Elizabethtown, 
Pa. 

The Health Department now 
has $20,000,000 invested in 
buildings and a_ professional 
man is in charge of each of the 
hospitals. 


The cornerstone for the sky- 
scraper hospital structure, now 
being erected on Broad street 
above Race for Hahnemann 
Medical College and Hospital, 
was laid on the afternoon of 
April 30, by Mrs. Irma Hering 
Evans, granddaughter of Dr. 
Constantine Hering, the founder, 
and first dean of Hahnemann 
College. 

Walter E. Hering, president 
of the board of trustees, called 
on Colonel Louis J. Kolb, chair- 
man of the building committee, 
to preside. Several distin- 
guished speakers took part in 
the impressive ceremonies. 


Many prominent at- 
tended the laying of the corner- 
stone, early in May, of the 
Children’s Heart Hospital on 
Paul’s road, Bala, the building 
now under way to be the first 
unit of a considerable group in 
which special attention will be 
given to the battle against heart 
disease. This unit will be com- 
pleted, it is expected, by August 
15. 

The hospital stands on a tract 
of eleven and a half acres and 
is sponsored by the Philadelphia 
Heart Association, which worked 
six years to obtain the funds. 
The cornerstone was laid by J. 
Wilson Smith, president of the 
Real Estate-Land Title and 
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Trust Co., and grand master of 
Masons in Pennsylvania. William 
M. Anderson, president of the 
hospital, presided. 


Work has been started on the 
Lewis Memorial Building and 
the J. Renwick Hogg Extension 
to the Nurses’ Home for the 
Presbyterian Hospital. 

The Lewis building is being 
erected at 20-24 North Thirty- 
ninth street and will have three 
stories and basement. There 
will be a_ bacteriological and 
dietetical laboratory; classrooms, 
reception room and_ sleeping 
rooms and the building will be 
used as an educational one for 
the Training School. 

In the extension to the Home, 
which will also have three 
stories and basement, there will 
be a demonstration room for 
the Training School on the first 
floor and sleeping rooms on the 
other two floors. Solariums 
will be located on roofs of the 
new structures. 


Frankford Hospital soon will 
have a new nurses’ home, to be 
built at Penn and Harrison 
streets at a cost of $204,000. 
It will have three stories and 
basement and will be of brick, 
steel and concrete construction. 


Dr. Baron T. Sato, regarded 
as “The Mayo of Japan,” presi- 
dent of Tokio Medical College, 
specialist in abdominal surgery, 
one of the leading physicians in 
his country and member of the 
Japanese House of Peers, who 
is traveling with another physi- 
cian and surgeon, Doctor Ari- 
yama, visiting various American 
hospitals and medical colleges, 
while in Philadelphia recently, 
expressed high praise for the 
safeguards adopted in American 
operating rooms in the way of 
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In pyelitis 
and cystitis 


A COLLOIDAL CONDENSATION PRODUCT OF 
PHENYL-AZO-DIAMINO-PYRIDINE-HYDROCHLORIDES 


(Manufactured by Pyr'dium Corporation of New York) 


When administered by mouth 
Pyridium exerts a powerful selec- 
tive bactericidal action upon in- 
fections due to bacteria of the 
cocci type. 


Literature on request 


MERCK & CO. INC. 


RAHWAY, N. J. 


Sole distributors in United States and Canada 
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sterilization of instruments and 
similar precautions, 

He said, however, that he had 
not been as much impressed by 
some of the American surgical 
methods as he had expected. He 
explained that the medical sys- 
tem of Japan is based largely on 
German principles. He was a 
student in Vienna, where many 
Japanese students of medicine 
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go and where, of course, the Ger- 
man influence is predominant. 


John M. Smith, superintend- 
ent of Hahnemann Hospital, in 
addressing members of the Ro- 
tary Club, at the Bellevue-Strat- 
ford Hotel, recently, on ‘‘Hos- 
pital Work in Philadelphia,” 
said that the medical profession, 


(Continued on page 454) 


Exemplifying the idea that 
one of a hospital’s logical func- 
tions is to help the public to a 
better understanding of health 
education, Misericordia Hospi- 
tal, Philadelphia, recently insti- 
tuted a well-planned series of 
public health talks by members 
of its staff. 

The program has been ar- 
ranged with the cooperation of 
the City Department of Health, 
and the talks are given in the 
evening. 

Nontechnical 
Although the titles, or an- 
nounced subject matter of some 
of the lectures—which thus far 
have been notably well attended 
by both men and women—might 
appear to be technical, chiefly 
because there is no other phrase- 
ology wherein to coach them, 
the lectures themselves, of a 
highly informative nature, are 
as free as possible from tech- 
nical terms, and the explana- 
tions are easily understandable 
by any one of even less than 
average education. An effort is 
made to get right at the heart 
of the prevention and care of 
disease and to bring about better 
cooperation between the com- 
munity and the hospital. 


Hospital Gives Public Health Talks 


Staff of Misericordia, Philadelphia, Striving to Bring 
About a Better Understanding of Prevention 


and Care of Disease 
By K. H. 


LANSING 


A vitally interesting topic, 
especially to mothers, was se- 
lected as the first theme, 
“Child Welfare”. 


“The Prevention and Control 
of Contagious Diseases”—espe- 
cially apt at this season—was 
the subject of the second talk, 
including the value of the Schick 
Test and Toxin Antitoxin Mix- 
ture, discussed by Dr. Donald 
Reigel; the necessity of report- 
ing to the authorities communi- 
cable diseases, by Dr. Charles 
A. Heiken; and the regulations 
of the Department of Health 
for the control of contagious dis- 
eases by Dr. H. G. Fretz. Other 
talks at meetings in the near 
future will deal with cancer, its 
prevention and control. 


Good Opening Lectures 

It is pointed out that topics 
like the foregoing, in which 
practically everyone inter- 
ested, introduced in a manner 
that is in no way “over the 
heads” of the audience, have 
made the best possible opening 
lectures in a plan of this nature, 
and the hospital authorities are 
being complimented on _ their 
public-spirited enterprise. 
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BARD-PARKER KNIFE 


ARD-PARKER Knives are sharp, 

safe and economical. Because the 
used blades may be replaced by new, 
sharp blades, Bard-Parker Knives are 
always ready for instant use. 


Prices—No. 4 handles—$1.00 each. 
Blades—six of one size per package— 
$1.50 per dozen. 


Quantity discounts: Orders of 1 to 5 
gross assorted sizes of blades, unit de- 
livery—10%. Orders of 5 gross or more 
assorted sizes of blades, unit delivery— 
15%. Send for illustrated circulars. 


BARD-PARKER COMPANY. INc. 
150 Lafayette Street. New York, N-Y. 
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A NEW CASTER 
After years of experience in 
the design of casters, the Fault- 
less Caster Company of Evans- 
ville, Indiana, are manufactur- 
ing a complete line of casters de- 
signed to meet every need in the 


hospital. Throughout, the line 
is built overstrength to assure 
absolute safety and do away 
entirely with the danger of col- 
lapsing. 

Perhaps the greatest improve- 
ment is in the new “Ruberex” 
wheel. It is a solid composition 
from bushing to tread and, while 
strong and rigid at the hub, it is 
soft and resilient at the tread, 
making the caster absolutely 
noiseless. The new composition 
is noncollapsible and is not af- 
fected by moisture, heat or cold. 
It will not crack, warp or chip. 

The new institution line of 
Faultless Casters gives a quick, 
easy response in turning and 
swiveling, even under the heav- 
iest loads. 

This company has issued a 
catalog covering this new line 
which will be sent upon request 
to any institution interested. 


CARBON ARC THERAPY 

An interesting little booklet 
has been sent to us by the 
National Carbon Company. Its 
title is “Typical Medical Uses 
of the Carbon Arc”. 

Ultraviolet therapy is now 
assuming such importance in 
hospital practice that this 
booklet should be a great deal 
of interest to cur readers. It is 


New Light On Old 
Problems 
By George C. Braun 


condensed and concise, and we 
believe it will be sent without 
charge to you, if you write the 
National Carbon Company, 
Cleveland, Ohio. 


HOFFMANN-LA ROCHE 

HOSPITAL DEPARTMENT 

The Hospital Sales Depart- 
ment of The Hoffmann-LaRoche 
Chemical Works is rapidly ex- 
panding into a very important 
division of this company. It is 
organized to give special service 
on pharmaceutical preparations 
to the hospital, and supplies fine 
pharmaceuticals and alkaloids to 
the institution at manufacturers’ 
prices. 

We are advised that Allonal 
is now available in single bottles 
containing 5,000 tablets, which 
will be shipped on all orders for 
5,000 tablets or multiples 


thereof, unless otherwise  re- 
quested. On orders for 20,000 
tablets, a discount of 10% 


under the $24.00 per 1,000 price 
is now allowed. 


NEW INFANT FOOD 


A great deal of attention has 
been given to the development 
of infant foods, in line with the 
general scientific investigation 
of diets. The latest announce- 
ment is Lactropon, which is 


called by the manufacturers “a 
distinctive diet for infants,”’— 
a combination of maltose, dex- 
trin, glucose and lactose. 
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Asa 
Preoperative 
Skin 


Disinfectant 


Drs. Scott and Hill, 
The Journal of Urology, 
August, 1925, pp. 135-152, 
report a two per cent 
solution 


MERCUROCHROME 
220 SOLUBLE 


(Dibrom-oxy mercuri-fluorescein) 


in 55 per cent alcohol and 
10 per cent acetone to be 
more effective and satis- 
factory than [Iodine or 
Picric Acid. 


It is painless, does not 
cause dermatitis, pene- 
trates deeply, is relatively 
non-toxic, and its color 
demonstrates definitely the 
extent and thoroughness 
preparation of the 

eld. 


Formula for Solution — Dis- 
solve 2 grams Mercurochrome 
in 85 ce. distilled water add 
55 ec. of 95 per cent alcohol 
and 10 cc. acetone. Solutions 
46 days old were found to be 
completely germicidal on two 
minute skin tests, so that stock 
solutions may be retained. 


HYNSON, 
WESTCOTT & DUNNING 


BALTIMORE, MARYLAND 
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The 
Battle Creek 
Super Solar 
Arc Lamp 


For Heat, Light and 
Ultra-violet Therapy 


© HE NEW Battle Creek Super Solar 
Are Lamp is unique in the field of 
Phototherapy appliances. It is the re- 
sult of our own 40 years’ experience 
as pioneers in the production of thera- 
peutic arc lamps in this country. 
Many advanced features of construction 
make the new Battle Creek Super Solar 
Are Lamp noteworthy. A snap of the 
switch starts the are burning at full 
power. No time is lost in waiting for 
the rays to attain adequate intensity. 
The lamp being automatically adjusted 
by magnetic feed, the largest are possi- 
ble with the given current is always 
maintained. 
A specially constructed adapter is fur- 
nished with the lamp. It is designed 
so that the are does not heat the 
applicators. Any standard quartz appli- 
cator may be attached. 
By giving off rays in both the infra-red 
and ultra-violet the Super Solar Are 
may be used successfully to treat a 
wide range of diseases. The technic of 
handling it is easily mastered. Various 
spectra are instantly obtainable by the 
use of different carbons. 
We have recently prepared a new bul- 
letin which describes fully the many 
advantages of the new Super Solar 
Are Lamp. May we send you a copy? 


Sanitarium & Hospital Equipment Co. 
Battle Creek, Michigan 
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IN CHICAGO 


Doctor Bundesen will be re- 
membered as Chicago’s health 
officer, who recently resigned 
under the Thompson regime, 
and who is now the health edi- 
tor of the Chicago Daily News. 

He made public a short time 
ago the result of a survey show- 
ing a great lack of hospital 
bedy for colored residents of 
Chicago. 

A movement is on foot for 
the establishment of a large 
hospital, to be located on the 
south side of Chicago, which 
will care for colored patients. 
The Catholic prelate of Chicago, 
Cardinal Mundelein, is interested 
in the project, and it is sug- 
gested that Catholic sisters will 
have charge of the institution, 
which, it is estimated, will cost 
$1,000,000. 

Immediately north of Chicago, 
Evanston is also taking steps 
for the care of its negro sick, 
and is planning an institution 
of this kind. The promotion 
work is under the direction of 
the Evanston Community Hos- 
pital Association. Working in 
conjunction with it are the 
Booker T. Washington Hospital 
Association, the Interracial 
Council, and a committee ap- 
pointed by Mayor Bartlett. 


There is a man in this city 
whose name is found on the 
committees of many worthy 
projects. He is the head of one 
of the big department stores, 
having started his business life 
as a messenger boy in one of 
the State Street stores. His 
name is D. F. Kelly. 

Mr. Kelly’s latest activity is 
chairman of a committee which 
purposes to raise $3,500,000 for 
the Henrotin Polyclinic Hospi- 
tal. In accepting the appoint- 
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ment, Mr. Kelly declared that 
he owed his life to the skill of 
Doctor Henrotin, and felt it his 
duty to help perpeutate his 
work. 


PLEASANT NEWS 


Here is a fortunate situation 
in which a hospital finds itself: 
It had a lot of money coming to 
it that it didn’t know about. 

It seems that a Pennsylvania 
hospital was entitled to almost 
$80,000 from that famous com- 
mon-wealth. The state treas- 
urer mailed a check for the 
amount five years ago. Appar- 
ently the check was lost, and 
nobody knew anything about it. 

After five years, the state 
officials began checking up, and 
found that the hospital had 
never cashed in, and the investi- 
gation results in the institution 
getting its long lost money. 

We expect when that little 
prodigal check makes its appear- 
ance on superintendent’s 
desk, he will give three whoops 
of joy—and then fire his book- 
keeper. 


A CHOLERA CURE 


In Sinclair Lewis’ novel, “Ar- 
rowsmith,” you will remember, 
the young doctor discovers a 
bacteriophage. 

Now, a British Government 
physician, Dr. Felix d’Herelle, 
has come out of India with a 
bacteriophage for the treatment 
of cholera. With it, he has been 
able to immunize the population 
in large areas of that cholera- 
infested country against the 
dread disease. 

Administered by mouth, this 
bacteriophage is said to destroy 
the cholera germs in the intes- 
tines; put into the wells, the 
principal source of cholera in 
the orient, the substance de- 
stroys the cholera organisms 
and purifies the drinking water. 


| 
. 
a 
= 


June, 1928 


431 


Dougherty’s No. 1510 
H. D. DOUGHERTY & COMPANY 


Faultless Aseptic Hospital Furniture 


Philadelphia, Penna. 


Tycos 
OFFICE TYPE 


SPHYGMO- 
MANOMETER 


furnishes the anaes- 
thetist and surgeon 
with exact blood pres- 
sure information in the 
operating room, with- 
out being inconven- 
ient or difficult to use. 
Attach them to your 
operating tables. 


Tycos Sphygmomanometer has 6” silvered metal dial, $ 37 50 
long hand and sturdy cream colored case. Price........ . 


laylor Instrument Companies 


CANADIAN PLANT Rochester, N.Y., U.S.A. 


TYCOS BUILDING 
TORONTO 


MANUFACTURING DISTRIBUTORS 
IN GREAT BRITAIN 
SHORT & MASON, LTD.» LONDON 
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THE MEDICAL CARE OF 
PEPTIC ULCER AT PRES- 
BYTERIAN HOSPITAL, 
CHICAGO 


(Continued from page 402) 


These wards require relatively 
more nurses than other thera- 
peutic wards in Presbyterian 
Hospital. A central tray service 
system is in operation at Pres- 
byterian Hospital. The milk 
and cream for the frequent 
feedings of these patients are 
therefore kept by the bedside. 
Each patient measures out his 
own portion according to writ- 
ten schedule. 

This becomes a part of the pa- 
tient’s training. No responsi- 
bility is assumed for the non- 
cooperative patient. Every 
patient is seen every day by the 
department head and by his 
assistant. A graduate intern is 
in constant attendance, and a 
laboratory personnel consisting 
of two interns takes care of 
routine tests. 


Patient Educated as to his 
Treatment 


Dr. Brown makes an especial 
point of educating the patient 
regarding the measures that 
are necessary foracure. During 
the period of his hospital stay 
the patient learns the funda- 
mental principals of his dietetic 
care. All patients learn to 
aspirate their stomach, and to 
vary the alkali or food ration in 
conformance with rather deli- 
cate acid tests they learn to 
make themselves, 


All cases are highly individ- 
ualized on the basis of such 
tests, and food amounts and 
alkali dosage fluctuate with the 
bodily chemistry. Specimens of 
urine are frequently sent to the 
laboratory. Case history records 
carry daily records of acid 
secretion control. 
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Supplemental feedings soon 
follow the frequent small por- 
tions of milk and cream and a 
general, balanced diet is insti- 
tuted as early as the condition 
will permit. Contrary to cur- 
rent reports, the diet is not 
especially restricted. 


The Diet. 

Care is exercised to avoid 
foods which leave much residue 
in the stomach, such as certain 
raw fruits. Cereal, eggs, bread, 
butter, puree of vegetables, 
cooked fruit, and small portions 
of meat are soon allowed the 
uncomplicated cases. Raw fruits 
of the lower acid values are 
given. There is no vitamin de- 
ficiency, and there is no pre- 
ponderance of fat or carbohy- 
drate. There is especial empha- 
sis on the use of fruit juices. 
All patients gain in weight, and 
the training process attempts 
to get the patients to arrange 
their lives with a better balance 
between work and play. 

The Washington meeting of 
the American Medical Associa- 
tion in 1927 presented an inter- 
esting evaluation of ulcer treat- 
ment. A very few men, notably 
A. Lewisohn (New York) and 
G. W. Crile (Cleveland) favored 
radical early surgery in most 
cases, but on the whole the view 
is gaining ground that neither 
duodenal nor any other form of 
peptic ulcer should receive sur- 
gical treatment till therapeutic 
management has had full trial. 


Surgery Unnecessary in Most 
Cases 


It is of particular interest in 
this connection that the recent 
organization of the British 
Royal Medical Society for col- 
laborated research has chosen 
the evaluation of the results of 
gastroenterostomy as one of the 
first subjects to be investigated. 
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Scientific Control With the ALPINE BURNER 


The 
Vital Element 
of the ALPINE 


SUN LAMP 


If there were no other ad- 
vantages in the Alpine 
Sun Lamp—if the me- 
chanical excellencies that 
make for scientific pre- 
cision and utmost con- 
venience were eliminated 
—there would still re- 
main one strong reason 
for its use—the Hanovia 
Burner. 

This burner is of the 
entire quartz mercury 
anode type, and is manu- 
factured completely by 
Hanovia. 

Each burner must pass 
arigid test in the Hanovia 
laboratories, to insure the 
highest intensity and the 
longest service. 

The economy of the 
Hanovia Burner is ap- 
parent in its consumption 
of current. 

Further eventual econ- 
omy is afforded by the 
ingenious construction 
which permits the repair 
of old or broken burners. 


“Ultra-violet 


Radiations... 
shorter than those of sunlight 
are more potent in 


healing rickets 
than the effective area 


of solar rays—”’ 


The above quotation has been taken 
from an article which appeared in 
the Journal of the American Medi- 
cal Association, October 8, 1927, 
Vol. 89, pp. 1222-1225, and might 
be of considerable importance as a 
determining factor in the source of 
artificial ultra-violet light to be 
employed. 


ALPINE 
SUN 
LAMP 


HANoviA CHEMICAL & MANUFACTURING COMPANY 
Chestnut Street, Newark, N. J. Dept. B—1 
Gentlemen:—Please furnish me, without obligation, 
reprints of your authoritative papers upon the use of 
quartz light in the treatment o 
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All cases of this type of sur- 
gery done in British hospitals 
of over one hundred beds be- 
tween 1920 and 1924, with all 
possible subsequent follow-up 
history, will be brought under 
review by a central group of 
expert analysts in an attempt to 
discover what line of treatment 
has been the most successful. 

Meanwhile, the increased re- 
spect for conservative treat- 
ment one gains from making the 
rounds of Dr. Brown’s wards at 
Presbyterian Hospital is sup- 
ported by expressions from such 
men as Dr. Hugh MacLean of 
St. Thomas’ Hospital, London, 
who has lately declared that 
surgery is unnecessary except 
in cases of perforating ulcer or 
in the event of obstruction, and 
in patients who suffer concur- 
rently from nephritis. He goes 
on to say: “No matter what 
size, if no complication exists, 
ulcer disappears within a few 
weeks to a few months under 
suitable management. Very few 
surgical] interferences are neces- 
sary”. 


KEEPING THEM SOLD 


Dr. W. A. Hodges, the medical 
director of Elmgrove Sanator- 
ium, Bushnell, Ill., writes a very 
interesting letter, commenting 
on Doctor Forster’s work at 
Cragmor. Doctor Hodges also 
mentions an angle of sanatorium 
practice which will be helpful to 
consider: 

Several months ago, when he 
took charge of the sanatorium, 
he found that a number of pa- 
tients were leaving, against 
medical advice, before treat- 
ment was completed. Having a 
sense of commercial values, this 
physician knows full well that 
conducting a sanatorium is the 
same as conducting any mer- 
cantile business—that success is 
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determined by “satisfied custo- 
mers”, the difference being that 
in the commercial institution 
the aim is for financial success, 
while in the hospital or sana- 
torium success is based upon 
the number of patients returned 
to their homes well or improved 
in health. 

An investigation of the his- 
tory of the institution and the 
records showed that dissatisfac- 
tion on the part of the patient 
arose from some one or other of 
the following causes: 

Too frequent absence of the 
physician in charge; 

Lack of personal interest in 
each case; 

Lack of education of the pa- 
tients relative to their condi- 
tion; 

Lack of education of the rela- 
tives as to the patient’s condi- 
tion; 

Lack of instruction on the 
treatment necessary in tuber- 
culosis. 

We quote Doctor Hodges: 

“In order to correct this, I 
have made it a point to be 
present at the sanatorium and 
see every patient every morn- 
ing, and to listen to every com- 
plaint, even the most minute 
one. I have given them group 
lectures on tuberculosis and in- 
dividual instruction relative to 
their own cases. 

“Hospital rules have been 
abolished as much as possible, 
and the patient educated to the 


fact that our great treatment 


is rest, and that rest will con- 
tinue until there has been suffi- 
cient improvement so that exer- 
cise is indicated. 

“Rather than to have forty 
‘Do’s and Don’ts’, I have tried to 
impress upon the patients that 
they are under the doctor’s care, 
that it is better to do nothing 


(Continued on page 454) 
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Anaerobic Antitoxin 
Lederle 


POLY VALENT — UNCONCENTRATED 


For Gas Gangrene Wound Infections 


AS gangrenous infections may de- 
velop from compound fractures; 

also macerated wounds of industrial and 
street accidents in which the muscles are 
crushed, tissue spaces opened, blood sup- 
ply interrupted and hematomata formed. 


Anaerobic Antitoxin (Lederle) contains 
antitoxin in curative strength for B. 
welchii and Vibrion septique, with teta- 
nus antitoxin sufficient for prophylaxis. 
It is indicated in the treatment of gan- 
| grenous wound infections which are 
| caused by the above-mentioned anae- 
robic bacteria. 


Inall gas gangrenous infections, prompt 
: effects are needful, therefore, the dosage 
suggested is 100 to 200C.c. administered 
|) intravenously. Results indicating benefit 
from its use have been noted within 12 
hours. 


Anaerobic Antitoxin (Lederle) is — 
in 100C.c. vials. 


LEDERLE ANTITOXIN LABORATORIES 
New York 
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LOUISIANA’S HEALTH CARS 
(Continued from page 418) 


a large supply of chemical re- 
agents, culture media and all 
sorts of small apparatus. 

Special arrangements have 
been made so that transporta- 
tion even over rough roads, 
will cause no damage. Bottles 
fit tightly in their racks; glass- 
ware is carefully packed; when 
the cars are in motion, the 
scales are dismantled and 
packed, so that their delicate 
bearings may not be harmed. 

The office, though tiny, has a 
desk, typewriter, filing cases 
and every necessary appurte- 
nance. 


While Stopping In Villages 


When on tour, the cars are 
set out on the siding at one vil- 
lage after another. The field 


workers go out to inspect sani- 
tary conditions and collect 
samples of milk and water for 
The 


examination. school is 
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closed for the day and the 
children, in groups of ten or a 
dozen, are conducted through 
the exhibit car, where every- 
thing is explained to them and 
their questions answered, to the 
school room, where they hear a 
short and interesting talk on 
health matters. 

In the evening, the fathers 
and mothers come in and are 
given a similar demonstration. 
When all who wish to visit the 
cars have done so, and when 
steps have been taken to correct 
any unhygienic conditions dis- 
closed by the sanitary survey, 
the cars are moved on to the 
next station. 

Thus the cars are used daily 
as a peripatetic school of right 
and wholesome living, but are 
available, at a few hours notice, 
to be moved tio the scene of an 
epidemic or of a flood or other 
disaster, there to undertake 
those studies which are abso- 
lutely essential if the spread of 


The Care of the Baby. 


Methods of Feeding, Clothing, and Caring for Infants 
are Illustrated 
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How Will the Morning 
Find Y our Patient ? 


The selection of the right hypnotic is no longer a 
problem with thousands of physicians who know the 
many advantages of 


DIAL, ‘‘CIBA”’ 


(Diallylmalonylurea) 
Hypnosis without after effects—Safety with effectiveness. 


TABLETS AMPULES LIQUID 


Descriptive Literature and Specimen upon Request. 


CIBA COMPANY, Incorporated 
Cedar and Washington Streeis New York City 


Of undoubted value 
in respiratory con- 
ditions PNEUMO- 
PHTHYSINE has 
attained wide usage 
by its clinicai per- 
formance. 

PNEUMO- PHTHYSINE 

220 W. Ontario Street : 
CHICAGO 


Gusiacet 2.6.’ Formslia 2.6 
13 02, Quinine 2.6 
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disease is to be prevented or 
controlled. They did yoeman 
service during the not-far-past 
terrible days when the “Father 
of Waters” escaped from his 
banks. 

This, then, is a brief descrip- 
tion of one of the ways in which 
the people in our less-thickly- 
settled states can be given 
that practical type of education 
which is indispensable, if our 
Nation is to go forward to 
higher standards of health and 
happiness. 


COMMERCIAL STANDARD 
FOR CLINICAL THERMO- 
METERS ADOPTED 

A general conference of manu- 
facturers, distributors, and or- 
ganized users of clinical ther- 
mometers held March 30, at the 
Department of Commerce, Wash- 
ington, D. C., approved a pro- 
posed Commercial Standard 
which established the minimum 
requirements in the manufacture 
of thermometers of this charac- 
ter. 

The conference agreed that 
the manufacture of new ther- 
mometers under the standard 
will begin October 1, 1928, and 
allowed one year, i.e, until 
March 30, 1929, for clearance of 
existing manufacturers’ stocks. 
Annual revision of the standard 
will be conducted by a standing 
committee, representative of the 
industry. 

Thermometers to Be Certified 

The industry is determined to 
market only accurate and reliable 
clinical thermometers. Each 
thermometer will be certified by 
the manufacturer to comply in 
all respects to the requirements 
and tests of the standard 
adopted. 

The Commercial Standard as 
adopted provides that every in- 
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dividual maximum self-register- 
ing thermometer sold or offered 
for sale to measure body temper- 
atures shall meet the following 
requirements as to construction: 


The Requirements 


Fahrenheit thermometers shall 
be graduated in 0.2°F., each de- 
gree mark and the mark at the 
normal point shall be longer 
than the intervening lines. Cen- 
tigrade thermometers shall be 
graduated in 0.1°C., each degree © 
and half degree mark shall be 
longer than the intervening 
lines. Numerals shall be etched 
on the scale at even numbered 
degree marks on Fahrenheit 
thermometers, and at every de- 
gree mark except as hereinafter 
provided, on Centigrade ther- 
mometers. There shall be not 
more than 10°F. or 5.5°C. per 
inch of scale. All thermometers 
shall be free from any defects 
which impair the reliability or 
seriously mar the appearance. 
The range of scale shall be at 
least from 96°F. or 35°C., to 
106°F., or 41°C. The 96°F. mark 
or the 35.5°C. mark shall be not 
less than one-half inch from the 
top of the contraction, that is, 
from the point at which the 
capillary resumes its normal 
shape above the contraction. 
Bulbs shall be made of Corning 
normal, or equally satisfactory 
thermometric glass. Colored 
bulbs shall not be used. Each 
thermometer shall bear in 
iegibly engraved characters, the 
name or trade mark of the man- 
ufacturer and either a serial 
number, or a serial number and 
year, to provide complete identi- 
fication. The normal point, ex- 
cept for veterinary use, shall be 
designated by an arrow-or other 
suitable mark at 98.6° on 
Fahrenheit thermometers and in 
lieu of the numeral 37 on Centi- 
grade thermometers. 
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HE emulsification of 
mineral oil with agar 
agar (both of which are 
indigestible) splits up the 
oil into such finely divided 
particles that they mix 
intimately with the 
intestinal content. This 
produces a soft formed, 
easily passed fecal mass. 
Thus Petrolagar, a 
palatable emulsion of 65% 
mineral oil with agar agar, 
provides elimination 
mechanically without 
derangement of normal 


functional processes. 

Petrolagar has such a 
delightfully pleasant flavor that 
there is no aversion to it on the 
part of the patient. 


Indicated for the promotion of 


proper fecal consistency 


DIRECTIONS 


REG. U.S. PAT. OFF. 
7 3 mineral oil ulsified with 
agar-ag One-tenth of 1% | : 

preservativ 


The above picture is one of a 
series tlustrating the Seventh 
Edition of the treatise’ Habit 
Time” (of bowel movement). 

Separate enlargements of 
this engraving and" Habit 
Time’ mailed free to hospi- 
tal executives on request. 


Gentlemen:—Send me copy 
brochure “Habit 


SPASTIC CONSTIPATION 


Fantus and other authorities say cathartics are 
usually contraindicated. 

Spasticity may be the result of inflammetory 
conditions. 


It may occur from vagatonic disturbances or 
accompany other bowel manifestations. 


Petrolagar, in any colonic treatment, is superior 
to cathartics or older methods, because 
—it aids in allaying spasm, 
— it lessens inflammation, 
—it soothes the irritated mucosa and reduces 
hypersensibility. 


Write for information about the new Hospital 
Dispensing Unit for hospital dispensing only. 
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DESHELL LABORATORIES, Inc, 
ofthenew 
welmove- 
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At Last 
Liver Extract, Abbott 
Now Available 


E VER since the discovery that the feeding of liver was effec- 
tive in pernicious anemia, there has been a wide-spread 
demand on the part of the medical profession for liver 
products. 


Liver Extract 
Abbott 


has been tested clinic- 
ally for over one year 
and has been found 
exceedingly effective in 
a large number of per- 
nicious anemia cases. 
This extract is a fat- 
free powder put up in 
capsules. Each capsule 
contains the equivalent 
of 1/3 ounce of fresh, 
uncooked liver. The 
concentration is 1 to 20 
and the average dose is 
15 capsules a day, 
which is equivalent to 
5 ounces of fresh liver. 
Case reports show red- = gs counts increased from 2,440,000 
to 4,990,000 in 4 months on Liver Extract, Abbott, when 
previously three blood transfusions in a week were unsatis- 
factory to maintain a satisfactory blood level. 


LIVER EXTRACT, ABBOTT, is supplied in bottles of 100 & 1000 
Price per 100, $1.75 net to the physician. 
UsE AND SpeciFY LIivER ExTRACT, ABBOTT 


Literature on Request 


ABBOTT LABORATORIES, North Chicago, IIl. 


NEW YORK — ST. LOUIS SAN FRANCISCO SEATTLE 
LOS ANGELES TORONTO BOMBAY 


439 
; 
| 

3 
A 

4 


Sample thermometers shall be 
immersed in a 5 per cent phenol 
in water solution for a period 
of one hour at a temperature 
above 70°F. without the indica- 
tion of removal of the coloring 
matter or its appearance in the 
solution. All thermometers shall 
retain their pigment after the 
completion of all tests herein re- 
quired, 

Accuracy 


Except for such states as do 
not accept these specifications, 
thermometers shall be compared 
at 98°, 102°, and 106°F., or 
37°, 39°, and 41°C., with certi- 
fied clinical standards by heat- 
ing in a well-stirred water bath, 
removing from bath and read- 
ing. 

Aging 


All thermometers shall be 
aged for a period of at least four 
months, aging to begin after 


completion of the constriction: 
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Each thermometer shall be 
accompanied by a certificate 
which shall include the follow- 
ing statement: “We, the under- 
signed manufacturers, hereby 
certify that our registering 
clinical thermometer marked 
NG..-0:.:.. , will meet all of the re- 
quirements and tests as specified 


..in the United States Department 
of Commerce, Commercial Stand- 


for Clinical Ther- 
mometers.” 


Philadelphia is to have another 
Veteran and Naval Hospital. 
The Government has asked the 
City for the use of a plot of 
city-owned land as a site for 
the institution. On this it is 
proposed to erect a $2,500,000 
hospital. 

This will be located in League 
Island Park, and the project is 
receiving enthusiastic support 
from the Mayor and Council of 


Quaker city. 


“The Pioneer Line” 


DONIGER 


KROME. PLATE, 


Rust-Resisting- 


23 East 21st St. 


X-ACTO Syringe 
is accepted as highest 
standard today--WHY? 


S. DONIGER & CO., Inc. 
New York City 


a 


SURGICAL INSTRUMENTS 


KROME tals 


Write for latest Catalogue 
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Prescribe 


a Dentifrice That is Safe 


When you feel it your duty to prescribe a dentifrice, you can 
feel entirely at ease when you suggest Revelation. 


Revelation is utterly safe. It won't irritate even the most delicate 
oral tissues or tooth structure. There is absolutely no ingredient in 
Revelation that could do anyone any harm—not one. 


Send your card 
now for the full 
size can of Revela- 
tion, without 
charge, for testing 
purposes. 


We are now sup- 
plying small samples 
of Revelation Tooth 
Powder for dispens- 
ing purposes. 

Designate whether 
trial can, samples 
or both are desired. 


Revelation never contains glyc- 
erine because we don’t think that 
glycerine is good for the gums. In 
fact. glycerine is one of the most 
powerful dehydrants known.to medi- 
cine and is an irritant. Grit, chlo- 
rate of potash or any other corro- 


Revelation 


sive compound is never found in 
Revelation. 


Revelation brings out the natural 
beauty of the teeth with absolute 
safety. What more can a denti- 
frice safely do? 


for Teeth and Gums 


Never in paste form 


AUGUST E. DRUCKER CO., 2226 Bush Street, San Francisco, California 
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The Hospital Book Shelf 


By A. P. O’CALLAGHAN 


Some few months ago we 
singled out for special praise a 
book entitled “Primary Studies 
for Nurses” by Charlotte A. 
Aikens, R.N. 

In that volume Miss Aikens 
sought to plan a concise course 
of study and reading for first 
year nurses in training schools. 

The merit of the book lay in 
its systematic arrangement of 
data, its clarity of style and its 
practical character as a teach- 
ers’ and students’ help. 

We are glad to be able to an- 
nounce that the same authoress 
has just completed the sixth edi- 
tion of the sequel to the above in 
a text book compiled for the 
convenience of second and third 
year pupil nurses, bearing the 
title 


“Clinical Studies for Nurses” 

By Charlotte A. Aikens, R.N. 605 
pages. [Illustrated. W. B. Saunders 
Company. Price $3.25. 

It is taken for granted that 
the reader has already acquired 
a fundamental grasp of the 
theory and technic of general 
nursing, as well as a working 
knowledge of anatomy, physi- 
ology, hygiene, etc., from her 
first year course. 

“Clinical Studies,” therefore, 
proceeds to discuss the main 
points about the common dis- 
eases and their management in 
the same clear and systematic 
fashion which distinguished 
“Primary Studies.” 

While the book claims to be 
nothing other than a compila- 


tion, a considerable sense of dis- 
crimination has been observed 
throughout in the selection of 
essential and established data to 
the exclusion, wherever possible, 
of doubtful or controversial 
“facts.” 

Miss Aikens is to be com- 
mended for stressing certain 
branches of study which are apt 
to be neglected in the regular 
courses of nurses’ lectures but 
which are likely to prove of con- 
siderable value to the nurse later 
on. 

To cite one example: In this 
day when there appears to be 
an increase in the percentage of 
nervous and mental patients and 
those in whom the nervous ele- 
ment is a concomitant of the 
underlying ailment, the nurse 
should receive all the helps 
which will enable her to play 
her very important part in the 
scheme of handling them effec- 
tively. The chapters devoted to 
nervous and mental diseases will 
therefore be found particularly 
helpful whether the nurse be in 
training or engaged in graduate 
work. . 

Throughout the book the prac- 
tical needs of the reader are 
never forgotten and hence 
greater attention is paid to the 
hygienic and dietetic manage- 
ment of each disease than to the 
medicinal side of treatment. 

The authoress realizes that 
the latter is largely the province 
of the physician and that con- 
siderable allowance must always 
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Erysipelas Antitoxin 


reduces the patient’s period 
of disability by more than 50% 


WRYSIPELAS STREPTOCOCCUS ANTITOXIN 
4) SQUIBB is prepared according to the principles devel- 
Ml oped by Dr. Konrad E. Birkhaug. It is the only 

Erysipelas Antitoxin now available which is manufac- 
tured under license from the School of Medicine and Dentistry, 
University of Rochester, Rochester, N. Y. It is prepared and 
standardized by methods approved by the University, and has 
been accepted by the Council on Pharmacy and Chemistry of the 
American Medical Association. 


Each lot of this Antitoxin is submitted to the University of 
Rochester for test and approval before its distribution. 


The use of Erysipelas Antitoxin in adequate dosage quickly 
relieves the toxic depression, reduces the temperature, pulse and 
respiratory rate, dispels the rash, promotes absorption of the 
edema, reduces the patient’s period of disability by more than 50 
per cent, and reduces the mortality rate by even greater 
percentage. 


The advantages of the use of Erysipelas Antitoxin to the 
hospital are, the reduction of the average period of hospitaliza- 
tion, with its consequent reduction in contagion and reduction 
of nursing personnel. In addition there is a notable saving of 
bed linen, due to the fact that ointments and similar local appli- 
cations destructive to linen need not be used. 


ERYSIPELAS STREPTOCOCCUS ANTITOXIN SQUIBB 
is supplied in concentrated form only, and is dispensed only in 
syringes containing one average “Therapeutic Dose”. 


Write to our Professional Service 
Department for Further Information 


E-R: SQUIBB & SONS, NEWYORK 


MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858 
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be made for individual response, 
susceptibility or intolerance to 
drugs—a fact which often takes 
their use out of the nurse’s 
hands entirely. 


On the other hand a knowl- 
edge of the hygienic manage- 
ment of such diseases which in- 
cludes the proper use of air, 
light, water, heat and food, etc., 
is of great importance to the 
nurse. Miss Aikens has there- 
fore devoted much space to 
physical therapeutics and mas- 
sage in which she feels the 
nurse must always play a major 
role. 


In the general plan of arrange- 
ment, the opening chapters deal 
with studies of diseases in the 
abstract, after which follow sec- 
tions of medical nursing, obstet- 
rics, gynecology, diseases of chil- 
aren, surgical nursing, etc. 

The writer places herself at all 
times in the position of the 
teacher in class and therefore 
plans her chapters and sections 
to fit in with complete study 
periods. 

As a fitting conclusion the last 
section contains a searching list 
of review questions which cover 
each chapter, followed by ap- 
pendices containing some valu- 
able information for the nurse 
on hospital and invalid dietaries. 
In preparing this new sixth 
edition Miss Aikens has done 
her utmost to bring the material 
right up to date, adding and sub- 
tracting wherever it appeared 
advisable and giving a _ real 
scientific text book for all— 
student or otherwise— who are 
interested in the care of the sick. 


The status of the nurse in the 
general scheme of medical prac- 
tice today has risen to a position 
of great importance, 

Not only does her increasing 
knowledge of disease and its 
treatment enhance her value to 
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the physician but the broadening 
of her insight into the newer 
developments of hygiene and 
sanitation together with her 
close contact with the laity en- 
dow her with a potential value 
as a health propagandist. 

The science of bacteriology 
plays such an important part 
in disease prevention and treat- 
ment that it now forms a basic 
part of the nurses’ curriculum. 

Unfortunately, there are few 
books on the subject which are 
written for the benefit of the 
nurse in training or in practice. 

Text books on_ bacteriology 
are usually of too technical a 
nature for her limited require- 
ments. Consequently it is with 
pleasure that we pick up a vol- 
ume (now in its fifth edition) 
which meets the needs of the 
nurse in every particular. 

The book in question is writ- 
ten by a physician who lias had 
several years’ experience in 
teaching the subject to student 
nurses. The text is based upon 
his own talks to his classes. 


Here it is: 
“Bacteriology and Pathology 
For Nurses” 
By T. G. Roberts, Ph.G., M.D. Fifth 
Edition. 2385 pages. Illustrated. W. 
B. Saunders Co. Price $2.00 net. 

Doctor Roberts has one aim 
throughout and that is to show 
the practical application of a 
knowledge of bacteriology and 
pathology to the nurse. 

He therefore pays more atten- 
tion to a consideration of the 
subjects of infection, immunity 
and to bacterial and serum 
therapy, than he does to micro- 


scopical diagnosis and pathologic - 


technic. 

The data has been boiled down 
to small compass without sacri- 
fice of essentials. 

The style of writing is thor- 
oughly clear and understandable 
and is presented in a manner 
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LUMINAL and 
Its Combinations 


445 


Abarr from its established value in epilepsy, 
LuMINAL (Brand of Phenobarbital) is em- 
ployed as a_ sedative antispasmodic and 
hypnotic in a wide variety of other diseases. 

To meet the various requirements, it is 
supplied in tablets (112, 2 and Y% grains), 
in Elixir of Luminal, and in ampules of 
Luminal-Sodium (2 grains). 

Other combinations for particular pur- 
poses are 

Lumalgin: Analgesic Hypnotic 
Kres-Lumin: Non-narcotic Cough Sedative 
Theominal: Antispasmodic Vasodilator 


Write to our hospital department for 
information on special hospital sizes 
of LuminaL, Luminat-Sopium, Lu- 
MALGIN TABLETS AND ELIXIR OF 
LUMINAL 


ELIXIR 
LUMINAL 


CHEMICAL COMPANY, INC. 


117 Hudson Street Dept. H. T. Windsor, 
New York, N. Y. Ontario 
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which fosters interest on the 
part of the reader. 

The author knows the value 
of well placed subheads which 
are always of great assistance 
to the student. 

In the new (5th) edition he 
has incorporated the important 
recent advances in both bacteri- 
ology and pathology and there- 
fore enhanced the value of his 
book as an up to date standard 
work in these special fields. 


CATHOLIC CONVENTION 
PROGRAM 


(Continued from page 408) 


Set-up of the Laboratcry—J. J. 
Moore, M.D. 

Section VIII. B. Therapy— 
Second Floor, South Wing. W. 
S. Werner, E.E., Director, Pre- 
siding. 

2:00 to 3:00 p.m. Adequate 
Equipment—Methods of Proce- 
dure in the Physical Therapy 
Department — W. S. Lawrence, 
M.D., B.S., F.A.C.R., Professor 
of Radiology and Physiotherapy, 
University of Tennessee, 
Memphis. 

3:00 to 4:00 p.m. General 
Physical Therapy Conference— 
W. S. Lawrence, M.D. 

Section X. Kitchen Dietetics 
—Main Floor, North Wing. Miss 
Anna E. Boller, Director of Diet- 
etics, Central Free Dispensary, 
Rush Medical College, Chicago, 
Director, Presiding. 

2:00 to 4:00 p.m. Recent De- 
velopments in the Feld of Bio- 
chemistry and their Effect on 
Dietetics — Albert Mathews, 
Ph.D. 

The Value of Liver in the 
Treatment of Anemia — Char- 
lotte Wiedemer, M.D. 

Diabetic Diets— Cecil Fihe, 
M.D. 

Special Note: In addition to 
program numbers to be pre- 
sented at the Dietetics clinic, 
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Main Floor, North Wing, Miss 
Boller will conduct the follow- 
ing special outside programs: 

Monday a.m.—Trip through 
Dietary Department, Good 
Samaritan Hospital. (Typical 
Floor Service). 

Tuesday a.m.—Trip through 
Dietary Department, Jewish 
Hospital. (Central Service). 

Friday a.m.—Trip through 
Dietary Department, Cincinnati 
General Hospital. (Food Service 
in the Ward, from food carts 
brought direct from main 
kitchen). 

Section XI. Architecture and 
Engineering—Music Hall Audi- 
torium. M. A. Higgins, 
Director, Presiding. 

2:00 to 2:50 p.m. Tendencies 
in Small Hospital Design and 
Equipment—The Duke Endow- 
ment Plan with Photographs and 
Slides—H. P. Van Arsdall, Cin- 
cinnati. 

2:50 to 3:00 p.m. Discussion— 
C. F. Neergaard, Eldridge Han- 
naford, M. A. Higgins. 

3:00 to 4:00 p.m. Special En- 
gineering Problems of Hospital 
Practice—A Discussion of Cur- 
rent Practice in Plumbing, 
Heating, Ventilating and Light- 
ing—C. F. Neergaard, B.A., 
Hospital Consultant, New York 
City. 

Discussion—Led by Chairman. 


Thursday Morning 


8:00 to 9:00 a.m.—Visit to 
Exhibits. 

9:00 to 12:00 Noon—Clinics. 

Section I. Administration— 
Music Hall Auditorium. M. R. 
Kneifl, B.S., Director, Presiding. 

10:00 to 11:00 a.m. Statements, 
Statistics and Budgets—M. R. 
Kneifl, B.S., Milwaukee, Wis., 
Lecturer, Hospital Service, Bur- 
eau, Catholic Hospital Associa- 
tion. 

11:00 to 12:00 Noon. Publicity 
of Financial Facts—Rev. Joseph 
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LAHEY’S GOITER HEMOSTAT 


Designed by Dr. Frank H. Lahey, Boston 


With a new lock of improved 
design which provides smooth 
guidance for the catgut ties over the 
lock to the point. No fissures or 
exposed edges to catch the ties. 


Jaws suitably pointed for plung- 
ing into the thyroid. 


Length 5% inches. 


We have greatly increased our 
production on these forceps to 
meet the demand, and for the first 
time in many months we are in a 
position to make prompt delivery. 


Fer dozen $30.00 Each $2.75 
Made by 


V. MUELLER & CO. 


Surgeons’ Instruments and Hospital 
Supplies 

Ogden Ave., Van Buren & Honore Sts. 
CHICAGO 


Can you clean paint and 
enamel as easily as this? 


OW dirt does scurry when ffinish on which it is used. 

you do a paint or enamel Oakite cleaning is thorough. 
cleaning job with Oakite! 
Just a few light strokes with a eee eae 
cloth—a rinse—and every dis- 


It is the one sure 
way to restore newness to 


coloration, every smudge, has 
disappeared. Walls, woodwork, 
beds and other furniture are 
made bright and fresh as new. 


And because Oakite contains no 
soap, it leaves no film to catch 
dirt and dust—no_ unsightly 
streaks or smears to mar any 


painted surfaces without injury 
to the paint. Following the 
simple directions contained in 
the Oakite hospital cleaning 
booklet will mean lower repaint- 
ing costs as well as lower clean- 
ing costs. A double saving! 
Write today for your copy of 
“Oakite in Hospitals.” 


Manufactured only by 
OAKITE PRODUCTS, INC., 30C Thames St., NEW YORK, N. Y. 


OAKITE 


TRACE MEG. Par. OFF. 


Industrial Cleaning Materials 2.1 Methods 
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F. Higgins, A.B., Regional Di- 
rector, Rocky Mountain States, 
Catholic Hospital Association 
of the United States and Canada. 

Section III. B. X-Ray—Second 
Floor, South Wing. H. A. New- 
Man, Chicago; Director, Fre- 
siding. 

9:00 to 10:00 a.m. Organizing 
and Managing an X-Ray De- 
partment—H. A. Newman. 

Section VIII. A. Physical 
Therapy—Main Floor, North 
Wing. John R. Hughes, M.D., 
‘Director, Presiding. 

9:00 to 10:00 a.m. The Rela- 
tion of Physical Therapy to 
Industrial Insurance Work— 
Charles P. Hutchins, M.D., 
Syracuse, President, American 
Academy. of Physiotherapy. 

Section VIII. B. Physical 
Therapy—Second Floor, South 
Wing. W. S. Werner, E.E,, 
Director, Presiding. 

10:00 to 12:00 Noon—General 
Physical Therapy Conference— 
W. S. Lawrence, M.D., Memphis. 

Section X. Kitchen and Diet- 
etics—Main Floor, North Wing. 
Miss Anna E. Boller, Director 
of Dietetics Central Free Dis- 
pensary, Rush Medical College, 
Chicago; Director, Presiding. 

10:00 a.m. to 12:00 Noon Pur- 
chasing of Supplies—Margaret 
Sawyer. Purchasing of Equip- 
ment—A. E. Merrill, Head of 
Engineering Department, Pick- 
Barth & Company. Electrical 
Equipment—Grant Call, Edison 
Electric Company. 


Thursday Afternoon 


2:00 to 6:00 p.m. Exhibitors 
Day—General Receptions. 

1.—Reception, Luncheon and 
Inspection at the Cincinnati 
Plants of the Albert Pick-Barth 
Co., The John Van Range Com- 
pany, The American -Laundry 
Machinery Company, Proctor 
and Gamble, Sayers & Scovill 
Company, and the Kelley--Koett 
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Company of Covington, Ky.—12 
Noon to 3:00 p.m. (Transporta- 
tion furnished). 

2.—Presentation of the drama 
“Conquered,” by the Joyce Kil- 
mer Players of Chicago, under 
the auspices of the Hospital 
Exhibitors’ Association—3:15 to 
5:30 p.m, 

3.—Receptions by the Individ- 
ual Exhibitors. 


Friday Morning 
8:00 to 10:00 a.m.—Visit to 


Exhibits. 
9:00 to 12:00 Noon—Clinies. 
Section I. Administration— 


Music Hall Auditorium. Rev. A. 
G. Lohmann, Supt. Deaconess 
Hospital; Chairman, Cincinnati 
Hospital Council-Director, Pre- 
siding. 

10:00 to 11:00 a.m. Purchas- 
ing—Decentralized vs. Central- 
ized—L. A. Austin, Superinten- 
dent, Mt. Sinai Hospital, Mil- 
waukee. 

11:00 to 12:00 Noon. Credits 
and Collections—M. R. Kneifl, 
B.S., Milwaukee, Wis., Lecturer, 
Hospital Service Bureau, Cath- 
olic Hospital Association. 

Section II. “The Profit of 
Beauty in the Hospital”’— 
Second Floor, South Wing. Leah 
Lee Stimson, R.N., Director, 
Presiding. 

10:00 to 11:00 a.m. Beauty in 
Hospital Furnishings and Deco- 
rations— 

Paper— 

Paper—(Detailed Program in 
Process of Preparation by Miss 
Stimson) 

Discussion— 

Demonstration— 

11:00 to 12:00 Noon. Paper— 
Economies of Room and Ward 
Equipment—Sister M. Rose, R. 
N., Mercy Hospital, Pittsburgh. 

Section VI. Obstetrics and 
Pediatrics—First Floor, North 
Wing. A. G. Mitchell, M.D., Cin- 
cinnati, Director, Presiding; 
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SWEET 


ORLICK’S MALTED 
MILK is used in hospitals 
and institutions the world over. 
For medical or surgical cases, 
in obstetrics or maternity work, 
in the treatment of infectious 
and wasting diseases and in con- 
valescence, it has a valued 
place. Natural and chocolate 
flavors. 


Dumore 
Electric 


MIXER 
for 


Hospitals, 
X-ray Lab- 
oratories, 
and Offices 


DELIVERED 


HORLICK 


Racine, Wisconsin 
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End Hospital 
Laundry 
Problems 


Palmolive Products Solve 
An Old Difficulty 


PERATING your own laundry 

brings up many annoying 
problems. Let us aid you in elim- 
inating these. 
Many years of research devoted to 
laundry work has given us a thor- 
ough knowledge of laundry details. 
Our laundry soaps are made to 
meet every condition of a laundry, 
large or small. 
Hundreds of hospitals now find in 
our soaps, the answer to their 
needs. Work is_ better — running 
cost less. Reports are enthusiastic. 


Just read what we have done for 
you. Our 66 year old reputation 
stands back of every claim. 


Woolens Soft and Fluffy 
No Shrinkage 


Badger Flakes—88% all soap, titre 
42°. They dissolve quickly—can be 
used direct in the wheel. They are 
specially suited for continued work 
under high temperature. 

Badger Kwiksoly—the same high 
grade soap in the form of mealy 
grains. Instantly soluble and pro- 
duce 100% efficient lasting suds for 
high temperature work. 

Texolive Kwiksolv—pure olive oil 
base. 92% plus all-soap titre 22°. 
Dissolves instantly in water of any 
temperature. Will not harm any 
fabric water itself will not harm. 
Ideal for linens, blankets, ete. 


A Trial — Please 


Decide which of the above is best 
suited to your requirements. Then 
order a trial barrel. Make any 
test. Its performance will stand 
back of any claim. Write today. 
PALMOLIVE RADIO 
HOUR—Broadcast every 
Friday night—from 10 to 
11 p.m., Eastern time; 
9 to 10 p.m., Central 
time--—over station WEAF 
and 31 stations associated 
with the National Broad- 
casting Company. 
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The Palmelive - Peet Co. 


360 No. Michigan Ave. 
Chicago : Illinois 
Makers of Texolive Kwiksolv, 
Badger Flakes and Kwiksolv, 
Pearl Chips and Granulated, 
Crystal Neutral and Granulated 
KANSAS CITY MILWAUKEE BERKELEY 
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Professor of Pediatrics, 
versity of Cincinnati. 

9:00 to 10:00 a.m. Manage- 
ment of Pediatric Departments 
and Children’s Hospitals—Miss 
Elizabeth Pierce, Superinten- 
dent, Chidren’s Hospitals, Cin- 
cinnati. 

10:00 to 11:00 a.m. Modern 
Methods of Nursery Service— 
Sister from Good Samaritan 
Hospital, Cincinnati. 

Section VIII A. Physical 
Therapy—Main Floor, North 
Wing. John R. Hughes, M.D., 
Director, Presiding. 

11:00 to 12 Noon. Studies in 
Thermo Penetration by High 
Frequency Current — Edwin N. 
Kime, M.D., Professor of Physio- 
therapy, University of Indiana. 


Friday Afternoon 


Section III. A. Radiological 
Department—First Floor, North 
Wing. Hugh J. Means, M.D. 

2:00 to 4:00 p.m. Adequate 
Equipment—FEfficiencies of Pro- 
cedure—Economic Management 
—Hugh J. Means, M.D. 

Section IV. A. General Surg- 
eries—On the Stage, Music Hall 
Auditorium. Miss_ Thatcher, 
Christ Hospital, Cincinnati, 
Director, Presiding. 

2:00 to 3:00 p.m. Steriliza- 
tion; Mechanics of Equipment; 
Procedures and Safeguards of 
Efficiency—H. T. Wyatt and 
Marshall Hanks, Madison, Wisc. 

3:00 to 4:00 p.m. Steriliza- 
tion; Mechanics of Equipment; 
Procedures and Safeguards of 
Efficiency—W. B. Underwood 
and J. B. Hall. 

Section VII. Clinical 
and Pathological Laboratories— 
Second Floor, South Wing. 
Edward L. Miloslavich, M.D., 
Milwaukee, Wis., Director, Pre- 
siding. Pathologist, Marquette 
University School of Medicine. 

2:00 to 3:00 p.m. Importance 
of Post Mortem Examinations 


Uni- 
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for the Hospital—‘Why post 
mortem examinations are per- 
formed — Their practical and 
scientific value for the hospital, 
patient and attending physician 
—How to increase the number 
of autopsies — Location of 
autopsy room—General re- 
marks regarding autopsy tech- 
nic—Difficulties caused by un- 
dertakers—Post mortem exam- 
inations in suspected criminal 
cases (abortion, poisoning, etc.) 
—Permission for the autopsy, 
legal protection’—Edward L. 
Miloslavich, M.D. 

3:00 to 4:00 p.m. The Rela- 
tion of the Pathologist and the 
Technician to the Hospital Staff 
—Stanley E. Dorst, M.D., Cin- 
cinnati, Cincinnati General Hos- 
pital. Asst. Professor of Med- 
icine, University of Cincinnati. 

Section XI. Architecture and 
Engineering— Music Hall Audi- 
torium. M. A. Higgins, M.A., 
Director, Presiding. 

2:00 to 2:45 p.m. Planning 
Your Hospital From Within— 
M. A. Higgins, M.A., Mil- 
waukee, Lecturer, Hospital 
Service Bureau Staff, Catholic 
Hospital Association. 

2:45 to 3:45 p.m. The Eco- 
nomic Development of the Surg- 
ical Department—J. F. Gregoire, 
Lecturer, Hospital Service Bur- 
eau Staff, Catholic Hospital 
Association. 

3:45 to 4:00 p.m. Hospital 
Floorings—J. H. Stedman, Pres- 
ident, Stedman Products Com- 


pany, South Braintree, Mass. 


4:00 to 5:00 p.m.—Business 
Meeting—Catholic Hospital 
Association of the United States 
and Canada—Music Hall Audi- 
torium—Main Floor. 


Friday Evening 


Section X. Kitchen and Diet- 
etics—Main Floor, North Wing. 
Miss Anna E. Boller, Director of 
Dietetics, Central Free Dis- 
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' The Ideal Fluoroscopic Unit 


At a Substantial 


Reduction in Price 


The Wappler Fluoroscopic 
X-Ray Unit is widely used 
by Hospitals and roentgen- 
ologists. It consists of the 
Wappler’ Vertical Fluoro- 
scope, with the Wappler 
Radiographic and Fluoro- 
scopic Transformer and 
Control Unit. This substan- 
tial reduction in price, with 
a liberal time payment plan, 
makes it surprisingly easy 
for you to have the advan- 
tage of this thoroughly 
modern equipment. 


Write for Bulletin 97-H, 
with full details of price and 
easy payment plan. 
WAPPLER 
ELECTRIC CoO., Inc. 


General Offices and Factory 
Long Island City, N. Y. 


Show Rooms 
173 E. 87th St., New York City 


BUY 
FREE UF TAS 


ALCOHOL 


U.S. P 


for purely scientific or medicinal purposes can 

be used by Universities, Colleges and Hospitals 

free of tax, as provided for by law. 
We have made a specialty of this business for a 


great many years and will be glad to furnish 
you with all the details. 


FREE OF COST 


328-334 Spring Street 


Write today for prices and particulars 
C. S. LITTELL AND CO. 


New York City 
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pensary, Rush Medical College, 
Chicago, Director, Presiding. 

8:00 to 10:00 p.m. Welcome— 
Rev. C. B. Moulinier, S.J., LL.D., 
President, Catholic Hospital 
Association. 

The Dietary Department’s Re- 
sponsibility to the Hospital — 
Malcolm T. MacEachern, M.D., 
Director, Hospital Division, The 
American College of Surgeons. 

Dietary Regulations in Obesity 
—Lee Foshay, M.D. 

Getting Children to Eat — 
Grace Mitchell, M.D. , 


SOUTHERN HOSPITAL 
NOTES 


The site for the proposed 
“Crawford W. Long General 
Hospital” to be named in honor 
of the state’s most famous doc- 
tor and the discoverer of anes- 
thetics has not yet been selected. 

However, preliminary plans 
call for a central unit, eight 
stories in height, 380 by 200 feet, 
with two wings, each seven 
stories in height, 70 by 100 feet. 

Needless to say, the hospital 
will contain the latest in design, 
construction and equipment. 

‘Among the petitioners for the 
charter are Dr. Joseph Jacobs, 
Gov. L. G. Hardman, Chief Jus- 
tice Richard B. Russell, and a 
score of leading business men 
of the state. 

The hospital will be on a char- 
ity basis and will be used to give 
medical aid to those unable to 
obtain it at present. 


Additional space for the negro 
unit of the Grady Hospital, At- 
lanta, has been secured through 
the purchase of a lot facing 45 
feet on Butler Street and 100 
feet on Coca-Cola Place. It cost 
$40,000. 


The State Hospital, at Austin, 
Tex., is planning the construc- 
tion of a new $50,000 unit to be 


Hospital Topics & Buyer 


added to its present building. 
This unit will be two stories in 
height and of brick, stone and 
concrete construction, and will 
be modern in every respect. 


The new 40-room wing of the 
Telfair hospital for women and 
children, in Savannah, Ga., has 
been completed and was recently 
opened for inspection. The hos- 
pital was established many years 
ago through the bequests of 
Mary Telfair, a beloved Savan- 
nah citizen. 


Plans have been completed for 
a $20,000 children’s addition to 
the Mecklenburg Sanitarium, at 
Charlotte, N. C. 


A home for the nursing staff 
of the Wesley Memorial Hospital 
is to be constructed in the near 
future. It will release many 
rooms now occupied by nurses 
for much needed space in hos- 
pital work. 


During 1927 this hospital ad- 
mitted 4,120 patients, 563 of 
which were charity patients un- 
able to pay more than a small 
part of their expenses, and oper- 
ating expenses for the year 
totalled $278,904.42. 


Plans call for the addition of 
a $35,00 nurses’ home and a $75,- 
000 hospital unit to the Salva- 
tion Army hospital at Green- 
ville, S.C. Both structures will 
be three stories in height, of 
brick, stone and concrete fire- 
proof construction. 


The new occupational therapy 
building at the Georgia State 
Sanatorium.at ‘Milledgeville, Ga., 
will be named the “Amy Lee Ox- 
ford Building,” in memory of the 
woman who was for many years 
head of the department of occu- 
pational therapy at the hospital. 


452 
¢ 
| 
| 
rae 
| 
| 
| 
| 
: 
4 


June, 1928 


You can equip your Physical Therapy Depart- 
ment completely with L-F Equipment which has 
long been recognized as the finest of its kind avail- 
able. Write for detailed information on: 

Diathermy Machines Radiant Heat Lamps 


Ultra-violet Generators The Air-O-Vac 
X-Ray Apparatus Fluoroscopic Units 


Young-McKim-Smith Urological X-Ray Table 
Treatment and Exposure Timers 
Electric Scalpel 


THE LIEBEL-FLARSHEIM CO. 


H5 410-416 Home St., Cincinnati, Ohio, U.S. A. 


NONSPI 


(A pure antiseptic liquid) 


for Axillary Hyperidrosis is more 
than a mere deodorant. NONSPI 
kJ destroys armpit odor and also re- 
‘J moves the primary cause—excessive 
"perspiration. Excreted elsewhere 
Tas through the skin pores, this same 
perspiration gives no offense because of better evaporation. 


Physicians, surgeons and nurses find the regular 
use of NONSPI insures immaculate underarm 
hygiene and personal comfort so essential to those 
who come in contact with the ill and_ sensitive. 


MAIL COUPON FOR SAMPLES 


THE NONSPI COMPANY Send free NONSPI 
2693 WALNUT STREET 
KANSAS CITY, MISSOURI samples to: 
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EASTERN HOSPITAL NOTES 

(Continued from page 426) 
institutions and their friends are 
fighting the collateral inherit- 
ance tax whereby the State re- 
ceives 10 per cent of all money 
bequeathed to hospitals and that 
it is hoped to reduce the amount 
to 5 per cent, which was the tax 
rate a few years ago, and finally 
have it abolished. 

Mr. Smith pointed out that 
whereas in this country fifty 
years ago there were only 149 
hospitals, providing beds for 34,- 
000 patients, today there are 
859,000 beds in 6,900 hospitals, 
which means an average of one 
person out of every 225 comes 
to be given hospital treatment. 
In this city, he added, there are 
96 hospitals with 19,500 beds, 
providing room for every 115th 
person. 


By the will of Mrs. Agnes C. 
Chauncey, of Narberth, Pa., the 
Pennsylvania Hospital be- 
queathed $50,000 as a memorial 

to her late husband, Charles 
Chauncey. 


Dr. Samuel W. Woodhouse, 
Jr., adviser to the Pennsylvania 
Museum, has been delivering a 
series of lectures, the proceeds 
of which will go toward equip- 
ment for the maternity building 
of the Woman’s Hospital. 


Oscar Brown has conveyed to 
the Skin and Cancer Hospital, 
subject to a mortgage of $20,- 
000, the four-story building at 
806-808 Pine Street, on a lot 
44 by 162 feet. 


Indicative of what effective 
outside work an active hospital 
is able to accomplish, it has be- 
come known that in an area of 
three blocks in South Philadel- 
phia, disease has virtually been 
eliminated as the result of an 
intensive campaign conducted by 
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the Children’s Hospital of Phila- 
delphia, Seventeenth and Fitz- 
water Streets. 

Dr. Howard Childs Carpenter, 
director of the Department of 
Prevention of Disease, described 
the effects of the drive in an ad- 
dress before the directors of 
maternity and infancy work of 
various States, who concluded 
their fifth annual conference at 
a meeting in the hospital. 

The area selected by the hos- 
pital for its experimental work 
in preventive medicine is popu- 
lated almost exclusively by 
negroes, and since the work was 
begun there has been little dis- 
ease. 

‘Lhe staff consists of a medical 
director and five physicians, a 
psychologist, a dentist, a health 
teacher and nurses. This year the 
hospital is spending more than 
$32,000 for preventive work 
alone. 


KEEPING THEM SOLD 
(Continued from page 434) 
without asking him, and that he 
will gladly advise them, explain- 
ing his answer. In this way, the 
cooperation of the majority of 

the patients can be obtained. 

“In addition, it is well to in- 
struct the nurses that neither 
they nor the doctor are the im- 
portant ones in the sanatorium, 
the patient being all important 
and the one to be considered 
first of all. 

“T find the psychology of the 
tuberculous much the same as 
that of a person sick with any 
other disease, except that tuber- 
culosis takes longer and a 
greater diplomacy and more 
tact to keep them on and on 
for several months, but by pay- 


ing attention to the little things, 


we have been able to stop the 
discharges against advice, to a 
large extent, and are having 
patients go out boosters instead 
of knockers”. 
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Organotherapy 


can be effective only through the use of 
dependable endocrine products. A proper 
manufacturing process is absolutely 
indispensable. 


“The subsequent preparation of the sub- 
stances (method of desiccation, temperature 
pressure, combinations, defatting and de- 
albuminizing processes, method of conserva- 
tion, ete.) is of decisive importance, both as 
regards quantity and very often quality in 
the effects produced. Under these circum- 
stances, we are able to explain many of 
the contradictory findings in regard to the 
action of hormone extracts.” (Biedl, IN- 
NERE SEKRETION, Vol I, 1st Part, 1922.) 


EPINEPHRINE, U.S.P. 
EPINEPHRINE CHLORIDE SOL. 
DESICCATED PITUITARY Bopy, U.S.P. 
DRIED SUPRARENALS 
DRIED THYROIDS, U.S.P. 

SOLUTION OF POST-PITUITARY 
Corpus LUTEUM - PANCREATIN, U.S.P. 


Insure potency and constancy of action 
by prescribing the products of 


G. W. CARNRICK CO. 
Dependable Gland Products 
2-24 Mt. Pleasant Ave. Newark, New Jersey 
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HERE AND THERE 
New England 

Dr. Elmer F. Otis, of the 
staff of the New England Sani- 
tarium and Hospital, Stoneham, 
Mass., and retiring president of 
the N. E. Association for 
Physical Therapeutics, left a 
few weeks ago on a trip to 
Vienna, where he will take post- 
graduate work. 


He was accompanied by his 
wife, Clara Beckner-Otis, M.D., 
also of the Sanitarium staff, 
who will also take special work. 


Chicago 

The Jackson Park Hospital, 
7531 Stony Island Ave., has 
opened an all night drug store 
on a lower floor, more as a ser- 
vice to the community than as 
a benefit to the hospital. 

Heretofore, it was impossible 
to obtain medicines after mid- 
night in that district, but now 
the “Jackson Park Hotel Phar- 
macy” will carry a more com- 
plete line of medicines, herbs 
and compounds than is ordinar- 
ily carried by druggists, and 
will serve the community at any 
hour of the day or night. 

A soda fountain and a small 
line of sundries are also fea- 
tures. 


From Tucson, Ariz., comes 
news that the Desert Sanator- 
ium will build three new addi- 
tions—an institute of research, 
a physical therapy unit, and a 
residence for the medical direc- 
tor. Laura Maye Wright is 
superintendent. 


The Good Samaritan Society 
is backing a campaign to raise 
$200,000 to complete the pay- 
ment for the Liberty Hospital, 
St. Louis, Mo. 

A campaign has also been 
started for $100,000 to continue 
the work of the University Hos- 
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pital at Columbia, Mo., to aid 
crippled children of the state. 


Fordham Hospital, New York, 
has just completed the erection 
of a $750,00 addition to its 
nurses’ home. 


The building, an extension on 
the rear of the old four-story 
home, is 100x96 feet, and of 
red brick, and will help to ac- 
commodate the hundred 
nurses needed for next season. 

Mr. M. L. Fleming is the 
superintendent. 


A movement is on foot in 
Minneapolis to have the Uni- 
versity of Minnesota operate the 
General Hospital and cther 
similar municipal institutions in 
that city. 

Under the proposed plan, the 
City would pay the University 
a stipulated amount for each 
patient handled, and would re- 
tain a certain amount of control 
over hospitalization matters. 


The Christian Scientists pur- 
pose to build a sanatorium on 
the Pacific Coast. This is to be 
located in San Francisco, in one 
of the residential districts. The 


project is sponsored by the 
Christian Science Benevolent 
Association. 


The Jewish Memorial Hospital 
Association, of Kansas City, Mo., 
hopes to build, this year, a mill- 
ion dollar hospital on a 14-acre 
site which has been acquired. 
This will be a 127-bed hospital, 
of impressive Georgian design. 


The new $600,000 Woodlawn 
Hospital, 61st St. and Drexel 
Ave., Chicago, was formally 
opened May 23rd. The institu- 
tion is a community proposition, 
owned by 450 residents and 50 
physicians, and has 140 beds. 
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A Convenient 
| ALKALINIZER 


Whenever the patient shows a tendency 
toward acidosis, remember that Kalak 
Water has in it those elements needed 
for maintaining the normal alkali reserve 
of the body — bicarbonate of sodium, 
potassium, calcium and magnesium. It 
may advantageously be substituted for 
the regular drinking water and, with no 
extra trouble whatever, aid other thera- 
peutic measures. 


To any hospital superintendent interested 
in making a trialof Kalak Water a supply & 
will be sent without charge or obligation. & 


| 
KALAK WATER CQ. 
| 6 Church St. New York City 
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There’s a STERLING 
Peeler Suited to Your 
Individual Requirements 


There’s -A STERLING Peeler 
—exactly suited to your indi- 
vidual requirements and pocket- 
book. 


Three types — Medium, 
Standard, and Heavy Duty— 
from which to make a selection. 


Write today for catalog, 
prices and name of our nearest 
dealer. 


You will find STERLING 


Peelers exhibited at the hospital 
conventions. 


Josiah Anstice & Co., Inc. 


135 Humboldt Avenue 
Rochester, N. Y. 
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DREAMS AND CONCRETE 


When a new hospital building 
is to be erected we do not call 
upon the contractor first and tell 
him to inclose a hundred thou- 
sand feet of space. We call a 
conference of people experienced 
in hospital management and 
familiar with the habits of the 
community. These people decide 
what is needed in the way of 
hospital accommodation. 


This summary of require- 
ments is then submitted to an 
architect who decides what 
arrangements of walls, windows, 
plumbing, elevators, electric 
wiring, etc., will best meet the 
requirements. 


Only then is the man called 
in who will sink the caissons, 
pour the concrete and lay the 
masonry. 


If, at any stage of the pro- 
ceedings, someone who has 
ceased to grow above the ears, 
or who feels that “what was 
good enough for our fathers is 
good enough for our children,” 
gets a deciding voice in the mat- 
ter, the thing will be a fizzle. 
Cramped thinking and slavish 
reliance upon precedents, no 
matter how worthy, mean arrest 
of progress and retrogression. 


No man can do what he is 
unable to dream. If we would 
build for the future—in the 
physical, mental or moral world 
—we must first see visions, and 
then set up the moulds and pour 
concrete around them. 


Let us give thanks to those 
who have taught us what we 
already know; but let us _ not 
feel that all wisdom will die 
with our teachers. We have 
come far, but the road of prog- 
ress stretches even further be- 
fore us and, if we would walk 
it worthily we must follow the 
dreamers. 


— 
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Opportunities 


WANTED—(a) Superintendent; 35-bed hospi- 

tal in middle west; $125, maintenance. (b) 
Genera! night c¢uty nurse for beautiful new 
hospital located in suburb of midwest metrop- 
olis; ideal living and working conditions; $90, 
maintenance. (c) Historian; experienced for 
75-bed hospital located in New York; $100, 
maintenance. (d) Night supervisor; 125-bed 
hospital; midwest metropolis; $130, mainten- 
ance. 470 MEDICAL BUR&AU, 1330 PITTS- 
FIELD BUILDING, CHICAGO. 


WANTED—(a) General night duty nurse for 

small hospital averaging 20 patients; $90; 
Pennsylvania. (b) Assistant superintendent 
and instructor; preferably someone with college 
degree; 100-bed hospital having training school 
of thirty-five students; $140, maintenance. (c) 
Graduate nurse qualified in x-ray and labora- 
tory work; medium-sized hospital; $135, main- 
tenance; early increase to $150; New England, 
471 MEDICAL BUREAU, 1330 PITTSFIELD 
BUILDING, CHICAGO. 


WANTED—(a) Practical instructor; for uni- 

versity hospital averaging 500 patients; train- 
ing school of 190 students; at least $125, 
maintenance. (b)  Anaesthetist; willing to 
supervise on maternity floor; 250-bed hospital; 
Pacific coast metropolis; $110, maintenance. 
(c) Anaesthetist for fine 200-bed hospital 
employing two anaesthetists; operations average 
twelve daily; $135, maintenance; middle west. 
472 MEDICAL BUREAU, 1330 PITTSFIELD 
BUILDING, CHICAGO. 


WANTED—(a) Night supervisor and assist- 
ant supervisor obstetrical department; one of 
Michigan’s leading hospitals; eight-hour day; 
two days off every two weeks; salaries $100 
and $90 respectively. (b) Surgical supervisor; 
100-bed hospital in the northwest; $125, main- 
tenance. (c) Obstetrical supervisor for very 
fine hospital located in the vicinity of Chicago; 
eight-hour day; $100. 473 MEDICAL BU- 
7s 1330 PITTSFIELD BUILDING, CHI- 
AGO. 


WANTED—(a) Night supervisor; small hospi- 
tal beautifully located in fashionable suburb 
of eastern city; $110, maintenance. (b) Gen- 
eral day duty nurse for one of the leading hos- 
pitals in the vicinity of Chicago; must 
state registered; fine location; $90, mainten- 
ance. (c) Superintendent of Nurses for tuber- 
culosis sanatorium in the west; $125, main- 
tenance, 474 MEDICAL BUREAU, 1330 
PITTSFIBLD BUILDING, CHICAGO. 


WANTED—(a) Dietitian for splendid hos- 

pital of 300 beds; position requires someone 
capable of taking full charge of all meals, 
kitchen help and all diets; $120, maintenance. 
(b) Occupational therapist to take charge of 
department of state hospital; must be exper- 
ienced in caring for mental patients and pos- 
sess executive ability; will have ample assist- 
ance; interesting proposition. (c) Young 
woman well qualified in x-ray and laboratory 
work; hospital appointment; location is fash- 
ionable suburb of midwest metropolis; $125, 
maintenance, to start. 475 MEDICAL BU- 
pee 1330 PITTSFIELD BUILDING, CHI- 
‘AGO. 


WANTED—(a) Head nurse for men’s con- 


valescent ward of psychopathic department 
of university hospital; ward of 22 beds; 8- 
hour duty; one full day off each week? 6- 
hour duty on Sundays. (b) Charge nurses for 
the medical and pediatric departments of an 
eastern teaching hospital; New York registra- 
tion required; $100, maintenance. 476 MEDI- 
CAL BUREAU, 1330 PITTSFIELD BUILD- 
ING, CHICAGO, 


459 


SPECIAL ATTENTION—I locate positiens 

and also furnish ali kinds of Nurses, Pupils, 
Technicians, Physicians, Attendants, Internes 
—in fact ALL kinds of help for Institutional 
employees. Also sell and’ turnish physicians’ 
practice, locations, partnerships, positions, ete. 
Established 1904. Gilt edge references. Spe- 
cial plans. F. V. KNIEST, R. P., PETERS 
TR, BLDG., OMAHA, NEB. 


Get away from the drudgery of peeling in 
your kitchen. <A Sterling Peeler will do it 
better, quicker, more economically—and they 
make one of just the right size for your 
kitchen. The manufacturers will be glad to 
arrange for a demonstration through their 
— dealer. Their announcement is on page 
205. 


The laundry problem, like the poor, is al- 
ways with us—and The Palmolive Co. have 
something new to say on this old difficulty. 
By the way, have you been enjoying their 
broadcast hour on the radio? Read what they 
Suy about it on page 449. 


Get a certificate of accuracy with your 
syringes. That is how the Scientific Special- 
ties Co. give you protection. Each of their 
glass syringes is covered by a Government cer- 
tificate. This unique feature is a guarantee 
of which every hospital should avail itself. 
(Page 411.) 


The English barons made old King Joha 
sign the Magna Charta at Runnymede and 
guarantee political and personal liberties. Now, 
The Medical Protective Company are offering 
a Magna Charta of professional protection, 
which guarantees you against the worry and 
risk of tiability for protessional serpy. - See 
second cover. a 


Ask yourself the question they ask you on 
page 409 and then. we think if you are not 
already a Deknatel customer,. you will want 
to know all about this identification necklace 
—a great protection, and at the same time a 
splendid good will asset for your institution. 


Have you noticed the excellent series of ad- 
vertisements which Davis & have been 
running in this book? The latest one is on 
page 385. These have been awarded distinction 
by the advertising fraternity as one of the out- 
standing campaigns of the year. The ads are 
just as good as the Davis & Geck sutures— 
and that’s saying something. 


“‘Sharp’’ is the biggest word on page .427, 
and it’s the biggest thing in the Bard-Parker 
knife. This is a modern idea applied to a 
surgical instrument, and you can put a new, 
keen blade into one of these knives as easy 
as you could put a new blade into a safety 
razor, 


Many exacting hospitals are now using Krome 
Plate rust resisting surgical instruments in- 
stead of nickel finished instruments. There is 
a definite reason for this change and S. 
Doniger and Company, Inc., of 23 East 21st 
Street, New York City have an interesting 
catalogue showing the advantages of Krome 
Plate. They will be glad to send you a copy 
if you will ask for it. e S. Doniger and 
Company are probably well known to our 
readers as the makers of the X-Acto Syringe. 


Ever since the discovery that the feeding of 
liver was effective in pernicious anemia, the 
medical profession have been on the lookout 
for liver products. Now, the Abbott Labora- 
tories in North Chicago, Illinois, have avail- 
able a liver extract in capsule form. Each 
capsule contains the equivalent of 1/3 ounce of 
fresh uncooked liver. The Abbott Laboratories 
will be glad to send you literature showing 
clinical reports on the use of their new prod- 
uct, Liver Extract, Abbott. 


: 


Hespital Topics & Buyer 


(A Product of Al, 
Oni ormily 


SUPERIOR 


NEOARSPHENAMINE 


Superior Neoarsphenamine, better, as against a govern- 


D. R. L. not only closely ap- mental requirement of 240. 
proximates the curative This gives you an added 


margin of safety of 
6624%. 


Here is a sort of 


power of Arsphenamine 
but its extremely low 
toxicity is guaran- 

teed to be uniform. 
This guaranty for Neo- 


Safety Insurance for 
which you pay a very 
arsphenamine is note- slight premium and from 
worthy. Superior Neoars- which you secure large div- 
phenamine, D. R.L. is not idends that will be evidenced 


allowed to go to the physician by the records of your office, 


unless it has been tolerated, by making for economy in the cost 
the test animal, at 400 milli- of treatment based on minimum 
grams per kilo of body-weight or reaction and maximum results. 


Send for booklet, 1928 edition, “The Treatment of Syphilis” 


DERMATOLOGICAL RESEARCH LABORATORIES 


THE ABBOTT LABORATORIES 
NORTH CHICAGO, ILLINOIS 


NEW YORK ST.LOUIS SANFRANCISCO SEATTLE LOSANGELES TORONTO BOMBAY 
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—Is a Distinctive Diet for Infants 


ACTROPON is not the same thing under a different name. 
It is produced by an original method, exclusive with this 
product. 


Some Reasons for the Similarity of 
Lactropon to Human Milk 


In Vitro 


Fats: None other than pure butter fat, subjected to a special pro- 
cess, is used. The volatile fatty acids are largely removed. The 
individual globules are exceedingly small. 

Proteins: The casein is replaced in part by albumin. 

Carbohydrates: The sugars are converted. They consist of dextrin, 
maltose, lactose and sucrose. 

Salts: These are reapportioned, reducing the percentage of calcium 
and phosphates, and increasing the chloride and potassium. 

Buffer Action: This is adjusted by reduction in the calcium and casein. 


pH: 6.55, safeguarding Vitamin D. 

Bacterial Content: Sterile. 

Caloric Value: 20 calories per ounce. 

Food Elements: Amount afforded per pound body 
weight: Fat, 3.1 Gm., Protein 1.2 Gm., Carbohy- 


drate, 5. Gm. 
In Vivo 


Weight: Infant gains steadily and consistently. 

Turgor of tissues: Saving of protein produces normal tissue devel- 
opment. 

Stools: Usually two each day; formed; yellow; absence of curds. 

Digesticn: Normal; soft flocculent curd; natural buffer action; flatu- 
lence or colic minimized. 

—— Infant comfortable, commonly sleeping 18 to 20 hours 
per day. 


Adaptabi itu: To infants of any age or weight. 


LACTROPON is supplied to hospitals at a special | 
discount that represents a distinct saving. ' 
A liberal supply of LACTROPON for clinical 
trial, together with descriptive literature and 
complete directions for feeding, sent to any hos- 
pital superintendent upon receipt of coupon. 


THE LACTROPON LABORATORIES, Ine., 
589 E. Hiinois Chicago, 111, 
Please send me without charge or obligation a 


supply of Lactropon for clinical trial, together 
with useful literature. 


Name 


501-507 Howard St. Arey 
San Francisco 
& 


Bush Terminal 
New York 


Address 
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Six Years of 
Iletin (Insulin, Lilly) 


LETIN (Insulin, Lilly) is backed by 

six years of experience in research 
and production. It was the first prepa- 
ration of Insulin commercially avail- 
able in the United States. In the minds 
of diabetic specialists, the name ‘‘In- 
sulin’’ is very closely associated with 
the name “‘Lilly,’’ which has been 
linked with scientific medicine and 
quality products for more than a half 
century. 


Iletin (Insulin, Lilly) has given good 
results in the past on account of its 
uniformity in purity and unitage. It 
may be relied upon to give uniformly 
satisfactory results in the future. 


Send for literature on the Treat- 
ment of the Uncomplicated Case of 
Diabetes Mellitus, together with Diet 
Calculation and the Use of Insulin; 
Diabetes, its Prevention and Treat- 
ment, and Items of Interest to Physi- 
cians Using Iletin (Insulin, Lilly). 


Eli Lilly and Company 


Indianapolis, U. S. A. 
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